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SUMMARY 


An investigation of the technical literature of waterfront 
structures for information on fenders impressed the author by the 
fact that only within the vast decade has any serious note been 
taken by other than a few engineers of the importance of fendering. 
As late as 1944 the Engineering Index contained no reference to the 
subject of fenders, and when it finally did list articles on teta 
there were no more than perhaps four or five in any one year, with 
most of these being of an elementary nature giving little information 
of a worth-while nature. Lately engineers and designers such as 
Minikin, Little, Robertson, and Baker (all Englishmen) have been pub- 
lishing articles of great value on the subject. At least one company 
has been formed (Port and Harbour Fenders, Ltd.) that deals with the 
problem of design and construction of fenders. It is tho author's 
opinion though that the basic facts pertaining to fonder design are 
still not clearly known or presented, and that much work of a more 
highly theoretical nature has yet to be undertaken. | 

The design of fenders involves the use of energy equations in 
addition to those of statics. It is assumed by the engineers that 
energy of the e movement of the ship impinging oa the pier or 


berthing structure is derived from the standard energy formula, 


It is customary to multiply this answer by a eoefficient that in effect 
compensates for the energy losses of the hull of the shin, friction, 


yawing moments, and other losses. This coefficient is taken to equal 








Di 


from 0.25 to 0.90 depending upon the type of ship, the arrangement 
of the pier, aña many other intangible factors. The selection of 
such a coefficient is largely a matter of experience and cannot be 
set up as an empirical figure for each type of ship. 

Any fender designed for a berthing facitily must be capable of 
taking the impact energy of the ship. The energy absorption of a 
fender is usually considered to be a function of the average force 
times the distance that thé fender is deflected. This generalization 
is not true in all cases because the energy absorption rate changes 
in different materials and in the various types of devices. It should 
be remembered though that in dealing with the kinetic energy forces of 
vessels and the means of absorbing it, that the forces usually talked 
about are average forces 5 not maximum nor minimum. The average 
force for all intents and purposes is taken as one-half of the initial 
or maximum force. 

Any fender or fending device or system is specifically used to 
absorb the kinetic or impact energy of the mooring vessels that have 
a component of velecity normal to the longitudinal axis of the berth. 
It is not considered necessary in most cases to absorb the impact of 
the longitudinal velocity components for these will either cause no 
damage or they will be checked by means of the mooring lines and bollards. 
Fenders may be utilized for purposes other than absorption of energy, 
but if so this is.only a feature extra to the normal requirements. 

Energy can be absorbed by bending, axial compression, axial 


tension, shear, or torsion, or any combination of the five depending 
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upon how the fender is arranged and designed. Each material will 
work best in one of these methods but will serve in any of them to a 
certain degree. Energy absorption by timber is usually considered to 
be best accomplished by bending, while in rubber compression is con- 
sidered to be most economical. Rubber is better in compression for 
it will fail in shear or tension duo to fatigue too rapidly. Springs 
are bost in compression, but there is no reason why they cannot be 
used as effoctivoly in tension or possibly in torsion. 

Energy can also be absorbed by any material or device that 
roquircs that a force do work. In the case of the gravity fender, the 
clomentary formula of work is used whore the absorption is cqual to a 
forco timos the vertical distance through which a wcight or mass is 
raised. Caution is required here again for the forcs is also the 
avorago forcc. Hydraulic buffers or pneumatic fenders require the 
expenditure of energy to force the device to compress or move. In 
the hydraulic buffer, a fluid is forced to flow through a small, 
diminishing orifice at increasing velocity rates, whil> in pncumatic 
fenders air is compressed and/or forced through a small orifice. 

Generally then, the design of fenders is a matter of equating 
energy cquations to each other. On ono hand is the available onorgy 
that must bo absorbed, and on th» other is the fender which because of 
its design characteristics must absorb tho total kinetic onorgy that is 
impressed upon it. Contrary to tho custom of many ip the analysis 
of tho forces on fendors rarely includcs static loads as tho primary 


problom. It is highly rocommended that all fondcrs bo analyzed from 





as 
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both a static and from a dynamic standpoint, for otherwise excessive 
stresses are very likely at high impact values. As an example, a 
timber fender pile may show that it is capable of taking all of the 
impact energy of a vessel, but if the analysis is carried to completion 
it may be found that tne unit stress of the outer fibers is such that 
the member will fail in bending. 

Fenders as standard devices on piers or quays used for berthing 
of large vessels are becoming more and more common and necessary. 
The larger the ships the more necessary are fenders as protection to 
both the ship and the berthins facility. At the present time a good 
deal of excellent work has been accomplished on the design and improve- 
ment of fenders, but there is much more that can be done to improve 
the current fendering methods and systems. The author has suggested 
several methods of new or different design, but he feels that even 
these are far from the idcal or perfect fender system. All marine and 
harbor designers are cncouraged to consider this problem and to make 
an attempt toward developing an idcal system. aval architects should 
be consultcd regarding the effect of fenders on the hulls of the ships, 
mothods of reducing: the lateral velocity and energy of impact, and 
vossibilitics of modifying th: basic design of ships to nrovide addi- 


tional protection at thoss arcas where the fendcrs will act. 
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kinotic cnergy (usually roforred to tho energy of the ship) 
potential energy 

total energy 

occentricity of vortical load from center of pile 


eccentricity of pile from plumbnoss; tho amount tho contorline 
of the pile deviatcs from a straight line 


force of ship against a fender; wave force against a pile; etc. 
average force (for a ship against a fender this will equal F/2) 
modulus of elasticity in shear 

acceleration of gravity (32.2 feet per second per second ) 
height of a wave 

height of a deep water wave 

moment of inertia 


coefficient of active lateral earth pressure 





coefficient of passive lateral earth pressure 
length of wave 

length of a deep water wave 

length of a pile 

height of the applied force on a pile above the ground line 
mass of a ship (W/2g) 

bending moment 

mass of pier, wharf, quay, etc. 

mass of fender or fender system 

axial. loza 

redius of e spring 

period of a wave, seconds 

velocity. feet per second, or inches per second 
volume of a spring 


disolacement weight of a ship in long tons (2240 pounds); 
weisht of a gravity fender 


total deflection of a fender or pier 

unit weight of soil, pounds per cubic foot 

angle between batter pile and the vertical 

unit stress, pounds per square inch 

maximum allowable unit working stress, pounds per square inch 


stress in shear, pounds per square inch. 





I. INTRODUCTION 

Since the time that man has built piers, wharves, and quays 
for mooring and unloading ships, he has been confronted with the prob- 
lem of Protecting both the ships and the waterfront structures from 
the forces of impact and lateral thrust during berthing operations or 
due to the action of storms on the moored vessels. Many different 
types of protective devices or fenders have been designed and used, 
but the majority of them not acceptable, either economically or struc- 
turally. 

What is a fender? In harbor engineering, a fender is a devices. 
a structure, or a method which, by the absorption of kinetic energy, 
protects both the ship and the harbor structure from impact forces of 
the vessels. A fender or fender mechanism can take the form of a ver- 
tical pile, a block of rubber, a spring, a hydraulic buffer, or an old 
truck tire, all of which will absorb energy. At than present time a 
really efficient, effective fender or fender system has not been 
designed, although many attcmpts have been made. Many fonders in cur- 
ront use are fairly satisfactory, but none arc idcal. 

The importance of the fender to both the ship and the picr 
should not be overlooked. If a fender system is not available for 
borthing of tho ship, oxtromoly high unit strasscs will bo induced into 
the framing of ths vessel thereby causing buckling of the plates and 
structural members. Not only are large forces applied to tho ship, 
but thc imp^ct cnorgy must bc cbsorbod by the picr structurc. Adding 


the effect of the impact to the lateral lozds already ccrried by the 





structure may, in cases of high mooring velocitics of the ship, cause 
extensive local damage to the decking and piling of the pier. 

Unfortunately, the use of fenders 1s energy absorbing media is 
still incompletely undorstood or appreciated by many engineers and 
designers of waterfront works. Becauso of this attitude large piers, 
wharves, and quay walls aro being built that provide no adequate pro- 
tection to either the ship or the structure. Many so-called fenders 
are so designed that they are completely ineffective because they 
require a sizeable deflection of the ships members before the fender 
can absorb the impact. It is believed that these designs are the out- 
growth of an incomplete understanding of the action of fender systems 
and the requirements for energy absorption. 

The author's purpose in presenting this thesis is to discuss 
thoroughly fendor designs, present as many of the better or more fre- 
quently used systems as practicable, and to set forth ideas and possi- 
bilities for future development. An attempt is made to present herein 
many of the currently uscd methods of fendering, with analysis and 
discussion of each type. The author thinks that except for noting the 
obvious defects in particular systems no dofinite recommendations should 
be included so that the individual rcader can come to his own conclu- 
sions depending upon the locality at which the fender is to be used. 
It is on this basis that the following thesis has been prepared» 

The extensive use of mechanical fenders and fenders systems has 
been comparatively recent, following the advances of tho development 


of the large modern steel ships. In the days of the wooden sailing 
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vessels and the wooden steam-driven ships fenders were crude and were 
not needed for much more than a minor absorption of impact enorgy, 
for the ship's hull itself was capable of absorbing the majority of 
the impact of berthing. In those cases where neither the ship, nor 
thc pier or fender systom was capable of withstanding the forces, 
then a ship's carpenter was employed to repair the damaged plenking 
of the hull or a wharfbuilder to repair the picrs. 

As shipbuilders startcd to make usc of iron and then steel for 
hull plates, and as they began to increase in size, weight, and speed 
of vossels, tho problem of protecting both tho ships and the picrs at 
which they berthed became more and moro of a problem. In sheltered, 
protoctod herbors where the berthing speed of ships can be rigidly 
controlled then the fender Seen is not too grcat e problem for here 
the engineer can install a more or less rigid system of wales and ver- 
ticals that protect the main structure from abrasion only. à good 
many of the ports and harbors of the world fit into this category of 
being in a protected area, so that ths nced for a fender system to 
absorb large onorgics of imocct is not required. It should bo noted 
though that wherc largo shi»s, in oxecss of 10,000 tons displacement, 
arc concerned, rigid fendcring can cause damage to the ship's struc- 
tural members if tho approach of tho ship is not reduced to very low 

clocitios. At the romainder of thc ports though where sheltered con- 
ditions can not always bo obtained and where tho borthing of ships is 
such that the approach velocity normal to the pier excecds about 0.2 


feat per second, a fonder system must be devised for protection of the 
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picor, or at loast tho main structure must be made considerably hoavier 
to withstand the impact forees. You can not, though, increase the 
rigidity of the main structure to take the increnscd imprct so that 
high unit stresses cre created within tho hull platos end framing of 
the vessel itself, or this will result in bonding or possible failuro 
ot cho platos Or Try 

dere then is our problom: a mcthod to ^bsorb kinctic onorgy 
must bo dcvisod so that the strosses sct up within tho ship's members 
will bo within safc limits, cond so that the majority of the cnorgy 
will bo absorbed by a buffor system cnd not transferred into the main 
structure. Tho solution to the problem roquires onginacoriag ro-son- 
ing. By comparing tho onticipctod volocitios of thc ship, tho dis- 

placcment tonnage of thc ship, the mass of the piory the potential lifc 
or the structural wcmbcors, the possible Inck of adeguate maintcnencc, 
end the many other intrinsic factors tho waterfront dcsignor will be 
able to provido cn xccoptable fender systom. 

Given a specific size vessol, 2 standcrd approach norm-l veloe- 
ity, and = roletivoly constcnt sct of local conditions « fenders) avez 
could bo »rovidod without mach difficulty. ih practice though it 
Isa't thet OKEY, for the dcsisn must be for the avorngo. It c 
into consi@eretion the many different weys « vessel con strike tne 
fondors, the shrocs of the vessels, the accidental collision spcods of 
tho ships at contact, hurriccno wind forces, water currents, ond inc 
SIE OLEN Eg SQ Noreitauenco, a tender then all be ar E 


ship of 30,000 tons would probably be very dangerous for use by a small 
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5 
boat of 500 tons that has a high approach velocity. The rigidity of 
the systen for the larger ship would be such as to damage the hull 
plates of the small boat because of high contact pressures. 

In order to develop the requirements for the design of a 
fender system it is necessary to start with basic fundamental concepts 
of statics anc dynamics, thereby establishing the underlyins prin- 
ciples for the study. Primarily, a fender system is provided so that 
the kinetic energy of impact of the moving ship or floating mass can 
be absoroec before the vessel comes into contact with the main struc- 
ture. Briefly then, a device is needed to absorb the impact of a 
floating object of any size approaching at any reasonable velocity, 
and to allow transmission of only a small portion of the energy, if 
any at all, to the main pier or wharf structure. Incividual devices, 
the manifestations of the basic energy absorption concepts, will be 
discussed later in detail. 

There are two types of impact tnat must be considered: tne 
effect of kinetic cnergy forces on an individual fender, and the effect 
of a moving vessel on the over-all structure. Thc first is a concen- 
tratod load or impact that does not necessarily take into consideration 
thc method of arolication icr tho effoct on adjacont fondors, while 
the second considers the method of application, the cffoct on the 
structure as a whols, and orobabilitics of reduction of the mass- 
volocity summation of thc impact. From a considcration of these two 
offocts, tha designor can first dcevclop a suitablco fonder for the various 


types of vessols that will be using the facility, and thon by combining 





Or 





these fondors into a system that will transmit the forcss to the other 
members he can reduce the problen into its most simnls components. 

Do not make tho mistake of considoring those two factors scparatcly; 
both arc dependent upon th> other, provided an cconomical, cfficicnt 
structurc is to bo realized. 

Before considsration of the application of tho various fcndcr 
designs, it must be understood that tho ships should have first con- 
sideration. They must be protcctod within rcasonable limits. Of 
coursc, thoss limits cannot include poor ship handling, collisions, 
or disastrous wcathor conditions, but for all normal operations of 
the ships, they should bs berthcd without damago. Sccondly, the picr 
or wharf must bc protoctod from tho blows of the ships. This foature 
will bo discussed moro thoroughly lator. To accomplish thesc cnds a 
Qdcvico for absorbing kinotic onorgy must bc dosizned so that it is not 
so strong as to damagc thc ship, but yet strong cnougk to prevent 
demage to the picr, and within roason should bo able to withstand ths 
appliod stressos and woathcrings with littl repair or maintcnanco. 
Therefore it must be a mochaniam that can absorb cnorgy cfficicntly 
with no demage to the structurcs it protccts and with no cxtcnsive 
demego or wcar tc itsolf. 

In doterrining ta. design of a fondor tho following should be 
takoa into considoretion: 

l. The kinetic onorgy of a ship approaching a picr should be 
absorbca comMlleicly, cr os completely as possible, witaia 2 finito mios 
tance. The distance throush which tho onorgy is absorbed is depcndent 


upon tho mass of tho vossol thet will como to boar, its maxima velocity 





of cpproach nornal to thc longitudinal axis of thc pior, and tho nax- 
inun forco permissible on ths hull of tho ship. 

 1ho fondcr should bo sonsitivo to thc vclocity of approach.‏ .م 
ln other words, the apparetus should bc such thet tho rapidity with‏ 
which tho cnorgy absorption takes placo is dircctly proportional to‏ 
the volocity of the impinging vessol. For a slow-moving ship, the‏ 
fendsr should become cffsctive slowly, but should give « resisting‏ 
forco of rolctivoly large üagnitudo in comparison with the mass of‏ 
the ship. For e ravidly movinz ship, tho fondor systcm should build‏ 
wo a rosistencc fron « reletively sncll queatity vory rapidly to a‏ 
ncxinun dosondiaz again upon the mass of the ship. In cach cass the‏ 
cnorsy imparted into the fcndcr should bo taken up through tho full‏ 
deflection of the nechronign, but in sven c manncr that 1261562 s‏ 
of no shock during initial E of tho ship, nor should thoro bo‏ 
ا any e&pprocicblo cnorgy enrricó into tho nain structuro aftor tho‏ 
has conpleted its dcflecticn.‏ 

3. Insofer as pncsaiblo tho fcndácr system shovld be sonsitive 
to the mass of tho imoineing ship. The fending mochanisn should not 
be of such vicenitude thes ji‘. weight approximates the weight of tho 
vessol to bc storpoó. 47 taiis point considoration must be given to 
bhe needs of tho lorgcr ar somparod to tho snollor vcssclso o8 Pange 
gravity typo fondor boccuso of tho hecvy wcight charzctcristics that 
woke it oxecllont for wesswSth ths lerper ships, noy causeto ct onivo 
denego to snunollur ships duc to high wit stresses.  lácolly, ~n Tender 


that is mass sonsitive will givc lcrgo noxiuu forcos for the largor 





ships, and small nexium fonees for tho sssllor vessels. 

4. à fourth roquironcnt of an idoslizod fondor systen is that 
the rate of cnergy absorption increases as the device deflects. In 
othcr words, the rate of absorption with respect to tho distance 
travelled incrcasos instead of boing a linear function or constant. 

The rate would theoretically increase with the distance travolled by 
sono power of S grostor thon unity, or thc forcc roquirod to defloct 
the fonder « distance as would be dF and tho forco roquired to doflect 
it twicc d ( would bo (2dF-k).  Thcrcforo, boczusc the onorgy of tho 
ship that is imparted to the fondcr rcducos invorscly as the squaro 

of the velocity, thc fonder systen in order to mcintein tho 5576 
force theoretically can inercase the cncrgy absorpticn in an enount 
proportional to the squcero of the deflectcd distancc. 

At the present tine the author knows of no fondcr syston 
dosienod so thet all of ths nbove requirenents will be not snd thore 
15 sono doubt if such is practiccblc. It is to be notea thet 25 
not indiertod thrt such a fender is not possible. 15511 dQiffSICAL 
matoricls sro devisnrd or present ones modified, ^nd until prosont xain- 
benenec procoduros can be greatly improved, at is considercd Ghee 
so-collod perfect or ideal fondor will not be availablo for usec. 

icforring to the fendcrs commonly used today; it will bc found 
thet ths kinetic energy of impact is absorbed by one or more of the 
following mothods: 


1. Bending of structural members of timber, steol, .ond/or 
COMOTCLO 


2. Deformation of fondcrs, bunpors, buffcrs, or isoletors. 


3. Absorption by ccusing flow of a fluid through orifices, or 
comprossion of voluncs of air 





4.  Elzstic and/or plastic dofornetion of the hull of the ship 
o. Rolling and yawing of the vessels 


6. Displreccnont of water between tho vesscl and the quoy or 
wharf 


7. Elastic deforastion of the undsrlying soils 

8. Energy required to overcome the inertia of tho structure 
ås can bo readily discernsd., only l., e. and 3. above caro diroctiii 
copliesble to fondcrs, while tho remeinder of the list is realized 
in any picr structuro thet comes into contact with 2z ship. 

In the finel analysis the sclection of 4a fendcr dosign dopcnds 
not only on the ships that will use it, the cxposuro of the sito, the 
natesrial criployed, the design of the main structurc, but also on 
cconomic maintonance considerations.  Hogsrdloss of how woll a fonder 
dovico is doesignod and constructod, unlcss it rcquiros littlo or no 
maintenance it will not bc adcqus.te to fill the requircments. A moch- 
enism that roquircs constant maintenance will cvcntunlly bccomo uselcss 


ps ta? meintenenco Dercos Peilotoonreporly coro for it. 
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II. ANALYTICAL APPROACH TO DESIGN 


Lh.  Gensral znergy absorption Theory 

There are certain basic concepts to be considered in tho design 
of any fendcr, regardless of the composition or the material to be 
used. It is generally accepted that the computation of the kinetic 
onorgy cf the ship that must be absorbed is derived from the formula, 
B= 3 my, The absorbing quality of the deflecting fender is equated 


to tho energy of the ship, and is in the form of F a*. For a fender 


to be effective, the following equation must be satisfied: 


OX‏ - اط 
MV Cy F 4‏ 2 


where Ci is an arbitrary constant rcforring to tho number cof fondcrs 
or dovicos that are acting to absorb th? enorgy of the ship, and x is 
dependent upon the charactcristics cf the individual mechanism and is 
cqual to or slightly greater than unity. After the fender system has 


poen designed, the equation 





T 
Efficiency = >> = 
ONE 


can bo formulated giving tho officioncy of a system, where tho donom- 
inator is thc actual absorption capacity of the fendcr. If tho offi- 
cioncy is unity the fender is presumably correctly dosignod. When the 
officioncy is less than unity, the systom is still safo fron the stand- 
point of the fender and the pier, but if the differential is large then 
damage will bo sustained by the hull of the shiv. When the cfficioncy 


is gcator than unity, it is indicativo that thcre will bo a residuo of 
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onorgy ?ft:r the full doflection of the fender, and this remaining 
onorgy must bo absorbed by tho main structure itself. It is desired 
to provico a fonder system so that the cfficioney is as nearly unity 
ag possible. 
B. Forces Excrtod by Ships 

Tho energy of impact originates with the moving ship either 
during berthing or when moored and acted upon by waves, winds, or 
currents. It is usu2l to assume that the forccs created by the borth- 
ing ship to be the greater and design on that basis, exccpt in certain 
locations where the reverse is truoc. Therefore the onorgy of inpact 


is taken 18 


Lê _ 1 WÊ _ Displacoment, tons x (Vol., ft/sec)“ x 12 
NOCT 2 
: 64.4 ft/scc* 


with tho «nswer in inch-tons. In considering the tonnage of a ship, 

it is customary to use tho long toa, or 2,440 pounds. Although all 
harbor enginocrs agree that the full kinetic encrgy of the approaching 
vessel is not mobilized agiinst the fendor, there is considerable 
divergences of opinion 5s to tho exact amount of anergy imparted by the 
ship to the picr. For purposes of cxample the valuc of 0.4 E, will bc 
uscd by the author throughout this paper. It cannot bce too strongly 
stressed though that tho uso of 0.4 or any othor cocfficicnt should 

not bo arbitrarily assumed as correct. Prior to design, an analysis 

of the site is the only way of adequately determining the correct value. 
For large ships values of 0.25 to 0.6 have been used extensively, while 
for the smaller, faster ships of 2500 tons or loss values as high as 


0.85 to 0.9 have beon usec. These higher values for the smallcr vessels 





dig 


reflect the construction of the ships as being of the "belted" types, 
which are round bottom and of slight craft so that little energy 
absorption is possible by the surrounding water.(40)* Kinetic energies 
of approach of different size ships at varying velocities normal to 
the line of the pier are shown in Figure 1. Note that the nominal 
energies of approach are used in conformance with the 0.4 coefficient. 
If varying velocities of approach are assumed for different 
size vessels, it can be seen that the energy imparted to the fenders 
or main structure will be a relatively constant value rezardless of 
the size of the ship. This will hold true of course only within a 
certain range of values, for as the ships get larger or smaller than 
the medium then the values must of necessity bo modified. Tre smaller 
type of vessels will be light enough that usually damage will not 
result from impact, and in the case of a larger shin, the pier will 
usually to specifically designed for them. In most cases though, the 
engineer will be coarfrontod with the problem of designinz a structur: 
that must provido impact absorption for a varying class of vcssols 
within fairly dofinito limits. The dcsign will be solected by taking 
into consideration the size and velocity of the ship. Tho average 
cnergy of impact for vessels can be usually taken as 400 inch-tons, 
while tho figure of 1200 inch-tons is taken as the "accident" impact 
cnorgy.(59) In any structurz wher> moving loads and impacts arc cn- 
counterod there will bo a certain possibility that through carolossncss 
on thc part of the ship handlcr, bad weather conditions, damage to the 


% ilumbcrs in parentheses within tho toxt rcfcr to the correspondingly 
numborod rcfcroncos in the Bibliography. 
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Figure l -- Velocity, Mass, Kinetic Energy of Various Types 
"of SLEPE in Inch-tons 
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Figure 2 -- Transverse framing system of e ship 
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ship, or any other accidental source the ship may strike tho pior at 

a velocity or angle such that the energy imparted to the individual 
fender excecds that which it is capable of resisting. The limit of 
fender capacity is known as the "accident “energy. It is considered 
fcasible to so design the fender and the main structure so that if the 
velocity of the ship exceeds the accidcnt enorgy the ship will be the 
recivient of damage. It is impracticable to so design the main struc- 
turo that it will collapse rather jen damago a ship. 

When sclecting the design to be used for the fender system and 
determining how it will be positioned, the ability of the hull of the 
ship to take forces cannot be overlooked. The energy absorption of a 
fender is generally assumed to be 


ae 
BE =F xs 
a 


so that if the distance available for absorbing energy or deflection is 
decreased, the forco, F, must necessarily increase if the fonder absorp- 
tion capacity is to remain constant. It can be seen then that both the 
force and the deflection are inversely proportional to each other. The 
force, F, is transmitted to the fender directly from the hull plates 

of the ship. Figure 2 shows the schematic section of a ship using 
transverse framing, and Figure 3 depicts a vessel using longitudinal 
framing.(6), With the force applicd as a point load to the center of 
the span of the plate it can be seen that an oxcossive load will cause 
plastic deformation, and possible rupture in rare cases, of the plating, 
or when applicd over a frame can cause plastic deformation to the 


structural member. 
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This structural deformation of the ship's hull and members, if 
it is kept in the clastic range, is one of the important energy absorb- 
ing factors to consider when dealing with fenders. In eddition to the 
ship's deformation there is the resistance of the surrounding water 
to the motion of the ship in all dircctions of movement. Tho ship is 
not approaching tho pior directly, but only with a component of its 
longitudinal volocity, and usually slightly bow on so that a yawing 
or turning momont is sct up. As indiceted in Figure 4 as the bow or 
forward portion of the ship comes into contact with the picr or fender 
systom, the contor of mzss acting through a lever arm of distancc. x, 
produces a couplo that tends to swing tho storn of tho ship toward 
the pier and the bow of the ship away from tho pier. Tho enargy of 
moment is greatly absorbed by the turning moment and by the drag of 
the water thereby relieving the impact on the fender system. It is 
only the initial contact that imparts large energy forces to the 
structure. For the amount of oncrgy thet must bo absorbod at first 


impact, Minikin usos thc equation 


C.W 
E. 26 (V sina)“ + Co 22 (V cos a) 


whero Ci and C, aro cocfficiconts cach boing loss than unity, sec 


e 
Figure 5. Tho author feels that the second term of tho cquation is 
insufficiont in that it assumcs transmittal of ths longitudinal com- 
ponent of voloeity forces into tho picra wheroas if the fender is 


adequately designed to compensate for frictional forccs by provicing 


a roteting surface to the fender, then this quantity can be all but 
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Figure 4 سه‎ Turning moment of a ship striking a pier 


V sin a V 


E 
V cos & 


Figure 5 -- Vector diagram of ship volocities 
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ignored. Even if the fender is not designed to permit it to rotate, 

then there should be a factor in the velocity component that takes into 
consideration the coefficient of friction, thereby reducing materially 
the forces that are imparted to the main structure. The writer prefers 


to use an equation similar to 


5 2 
E -C T- ae Y sin E b OE x (V C cos a) 


where C is a coefficient directly proportional to the coefficient of 

sliding or rolling friction, and can be modified from experience, 

taking into consideration the configuration of the side of the ship. 

oil slicks on the fender, rotational ability of the fender, and so forth. 

C. Forces 4xerted by Winds, Currents, aves, Ice, and Floating Debris 
Additional forces that act on moored ships and upon the fenders 

and main structures themselves that are taken into consideration only 

in those locations where they are severe, are those created by the 

action of winds, currents, waves, ice, and floating debris. ork has 

been carried out by the U. 3. Navy to a i the effects of winds 

and currents on standard Navy ships.(3) Table I is a compilation of 

the effects on a single destroyer. In the original research, wind and 

curront effocts were obtained for nosts of dostroyers, and the reader 

is referred to the basic paper for that information. The maximum lateral 

force due to a 100 knot wind taken by its21f docs not sosm to present 

any difficulty in design, but assume that the ship is bearing against 

a total of five fenders, cach carrying 1/5 of tho load, or 28 tons. If 

thc fonder is designed to carry a maximum load of 40 tons, throe appar- 


ently is little dangor of over stressing. As is usual when a ship is in 
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high winds, the vessel begins to roll and pitch violently, and relative 
rotational velocity is established with the pier. If the destroyer is 
approximately 2500 tons, and the relative imparted velocity is in the 
neighborhood of one foot per second, and assuming that a coefficient 

of 0.10 can be utilized because of the reduced mass of the ship that 
will be acting in rolling, the impact energy will be about 560 inch- 
tons, acting on five fenders, giving an impact energy per fender of 

lle inch-tons. The fenders will normally take their impact loading 
through a deflection of from 4 to 6 inches. Therefore if for these 
particular fenders we use a deflection of 6" and a maximum force of 40 
tons, the energy that can be absorbed will be 140 inch-tons. It can be 
seen that the fenders will probably not absorb the total impact energy. 
It is assumed that during the rolling operation, tho side of the ship 
will be continually in contact with the fender and exerting a force of 
about 28 tons. The impact cnergy is encountered as the fender system 
stops tho rotational velocity of the rolling ship. These loads can be 
reduced by a factor that is dependent upon tho actual performance of 
the vessel during rolling. Any “nergy of impact duc to the rolling or 
pitching of the ship that can not be taken up in the fender will have 
to be assumed by both the main structure and the ship, These facto 
must be taken into consideration when designing the main structure and 
the fender system. Tho same roasoning can be appliod to tho caso of a 
ship that ís subjocted to a strong current, or when both currents and 
winds are acting. The analysis of each individual caso must of necessity 


be a separate design based on the local conditions. 


t 
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The study of the forces of waves acting upon marine structures has 
been the subject of many a learned treatise over the past centuries. Recent 
work has emphasized the importance of not underestimating the tremendous 
power of waves. It is not the purpose of this thesis to discuss or analyze 
the currently used or proposed theories regarding wave forces. To properly 
appreciate the destruction that can be accomplished by breaking waves, it is 
necessary to touch on the applicable factors. Pressures or forces imparted 
to a structure by waves can be accomplished by l.) hydrostatic pressure of 
the head of water, 2) kinetic enorgy of the moving water particles, 3.) vac- 
uum caused by the rapid dissipation of the wave,.4.) a drag effect of the 
wave as it carries beyond the pile or caisson,. and 5.) the impact of a float- 
ing solid object carried by the wave.(16) 

Total hydrostatic pressure of a wave can be calculated by consider- 
ing the horizontal projection of the pile or caisson as being acted upon by 
the water, with the resultant force acting at 2/3 the depth of water from 
the surface. The total force, in pounds, will be 

F -2 x 62.4 x ye X d - mere I x d 
where E is the diameter of the pile in feet, and J. is the length under 
water in feet of the pile or caisson. 

The kinetic energy of the wave or moving particles for each foot 
width of wave can be obtained from either the orbital or trochoidal theory 
of wave motion.(51) o 

Mi. = ف‎ 
8 k 16 2 
where w is the unit weight of the fluid, L_ is => ; Ho is the deep water 
height of the wave, and T is the wave period in seconds. The total energy 


of the wave can be obtained by multiplying the kinetic energy by two. In 


other words, the kinetic and potential energies are equal, and together make 
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au 
we T He 
up the total energy of a wave, so that ET iem 
2 a q di E. 2 T LE P = 
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where ET E. = 5 By. For waves originating in water of finite depths 


(as opposed to deep water originating depths) the energy will be 


2 
=) 
ت چ‎ Y J La 
t 8 
Te 
where M = energy coefficient = eo. 
(otan = 


L 
Forces produced by the clapotis wave will give values essentially as 
shown in the above equations with the resultant acting at approximately 
still water level. It has been found by experiments and actual observa- 
tion that a breakinz wave will give much higher total forces. Ina 
recent study(14) it was shown that the force of a breaking wave on a 
pile or caisson is about four times that to be expected from a clapotis 
wave. On flat surfaces this figure can be many times greater, where 
the entrapment of air by the breaking wave will give high shock values. (28) 
On a cylindrical surface the figure of four times the forces — by 
the clapotis wave should be used, and an increase of 50% in allovable 
working stresses may be used because of the transitory nature of the 
load. Additional information can be obtained from the work done by 
Morison, Johnson, and O'Brien. (29) 

Minikin(22) has provided a formula for obtaining the total force 
that may be expected to be exertcd on a flat surface such as a quay wall 


or mole 


d g* H H 
F = 0.96 (1 + a) L- * 78 (d * 2! in tons por foot of wall. 
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It is possible to assume that if a wave approaches a moored 
vessel so that the crest is parallel to the ship's side. then an 
extremely high force could be exerted simultaneously along the complete 
length of the ship. Depending upon the size and configuration of the 
vessel, the mass of the vessel, the total force of the wave, the inertia 
effect of the ship, the presence of wind and currents, the rolling 
effect of the ship, and other significant factors, it is possible for 
the vessel at the time of a breaking wave to cause a considerable 
kinetic energy to be imparted into the fender system. It is conceiv- 
able that this kinetic energy could be sreater than that normally en- 
countered during berthing of a ship. The exact amount of energy that 
will be thus transferred from the waves to tho ship and then into the 
fenders must necessarily bc tho subject of study of the individual 
locality. 

Information of incidents where waves have exerted almost unbe- 
lievable forces on structures is given by Minikin(28), two of which aro: 

1) An iron casing 1g inch thick and 18" in diameter, embedded in 
concrete 30 fect above sea level was sheared from its base by wave action. 

2) A block of concrete weighing 70,000 tons was washed whole 
from its foundations into the harbor. This block would be about 100 x 
50 x 14 yards. 

The effects of ice flows or ico masses on fender structures as a 
result of the pressure of the ico on the moored vessels have not bccn 
evaluated to the knowledge of the author. Some work has been accom- 


plished on ice pressures, but cus to the fact that they are applied 
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slowly, it is more a problem of structural strength of the pier or 
wharf than of the energy absorbing qualities of the fenders. Therefore 
in the design of fender systems it considered that ice pressures are 
not a factor that should effect fender strength. The pressure being 
applied slowly will be transferred without energy absorption by the 
fenders to the pier structure where the forces will be taken up by the 
bracing and main foundation. 

In a harbor where floating debris is to be expected that may 
cause damage to fender systems or main piling, protective features of 
design should be included. There is little that can be done to antic- 
ivate the forces that will result from collisions by debris, but for 
fenders it is logical to assume that they have been designed to with- 
stand a much greater impact force than could be imparted by the debris 
usually found within any harbor. The real problem will be in local 
damage only, which in most cases can be readily repaired. 

D. Fender Spacing 

It is logical to assume that a single fonder cannot be economic- 
ally designod to takc all of tho kinetic onergy transmittod by a ship; 
therefore it is necessary to provide sufficient fenders so that more 
than one acts. Dcponding upon the design, tne spacing, and general 
configuration of thc fender system, and the alignment of the picr 
itself the numbcr of fenders acting upon a vessel as it approaches for 
mooring should range from three to ten. It will be the problem of the 
individual engincer to decide upon that particular criterion, bascd on 


the requirements of the local conditions. A problem commensurate with 
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the number of fenders acting is the one that deals with tho loads 
imposed upon the main pilc bents of the structurc. Do not assume that 
the fender system will absorb all of the force of tho advancing ship, 
for although if properly designed it will take most of the kinctic 
energy, thoro will bo a portion of the onorgy in addition to tho lateral 
forcc that will bce transmitted into the basic structure itself. As the 
ship bears against the fonder, causing a force to be applicd, an equal 
force will be transmitted through the fender and will act on tho pier. 
This force is not an energy that must bo absorbod, but the reaction on 
the pier of the force imposed by the fender on the hull of the ship. 
Any structure acted upon by a force will deflect, and this deflecting 
will require performance of work, and thereby the absorption of energy. 
as Can be seen in Figures 6 and 7. The amount of energy that will be 
absorbed by the main structure will depend upon its relative mess in 
comparison with that of the fender and the buffer system, and also upon 
the rigidity of the main structure. The energy of an approaching ship 
must be absoroed somehow, whether it is by the fender, the hull of the 
ship, the pier, or by damage and plastic deformation; therefore, if 

the ship is constructed so thateit will absorb a constant percentage 
and the pier is rigid enough so that it absorbs only a negligible amount 
of energy, then the fenders if adequately designed will take up the 
remainder, neglecting the minor energy losses. In order to provide for 
sufficient rigidity in the pier and jetty structures raker or batter 
piles are used extensively. The energy of deflection will be absorbed 


by these piers, but in reduced quantities inasmuch as the deflection is 
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the result of longitudinal compression or tension of the raker or 
batter piles. Therefore as the pier is made more and more rigid the 
fender and the hull of the ship are required to assume more of the energy 
of impact. 
E. Energy Absorbed by Pier 

Stoyer describes the amount of energy that will be imparted into 
the pier that is not protected by resilient fenders as 


at= M 
Bi B M + m 


where M is the mass of the ship and m is the mass of the pier structure. 





It can be seen that when the mass of the pier is large in comparison 
with that of the ship, the energy that is transmitted into the pier is 
greatly reduced. If an acceptable fender system is added to the pier 
the amount of kinetic energy that will be imparted into the pier ahd 
absorbed by it will be relatively small in comparison with the absorp- 
tion when there are no fenders. If the pier is either rigid or of & 
large mass with a suitable fender system, the energy of impact will be 
absorbed by tne hull of tho ship and the renders, with rclatively littlc 
being transmittod irto tne piere 

It is usually assumed that the deck of a picr or wharf acts to 
distribute the load by shear in the deck panels to at loast five main 
bents and possibly to as many as ten, so that the force applicd to any 
ono bent is comparativoly minor. Stroyer recommends that the figure of 
ten bays for absorption of energy be used when constructing the picor 
deck of reinforced concrete. It is thc author's opinion that the use 


of ten bays for a rigid reinforced concrete deck is reasonable, but that 
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this figure should be decreased as the rigidity of the deck decreases. 
As an example, a timber deck will transmit far less shear because of 
its ability to deflect more easily, so that itis considered that five 
bents should be the maximum for consideration in this case. Ina com- 
posite type deck perhaps the number of bents would be increased to 
seven or eight depending upon the design and construction techniques 
used. When speaking of bents, it is assumed that the bents will be 
piles of timber, concrete, or steel, and does not refer to caissons or 
other supports that will permit more than perhaps a 15 to 18 feet span 
of the deck. Minikin's recommendation(28) of distributing the load 
over a length equal to twice the width should be considered when the 
pier is narrow as compared to its length or where the span between bents 
is unusually large. In order to carry the lateral horizontal thrust to 
as many bents as possible, some piers have been designed with a hori- 
zontal truss along the centor of the deck and tied into the main pile 
bents.(52) The number of bents thus mobilized is proportional to tho 
sizo and wcigat cf iho truss mombcrs used. 

F. _Battor files. 

Figvre 8 shows ths standard method of arranging batter piling 
and the force ano dofisction diagram. Table Il is a compilation of the 
various energy absorting qualities of the batter piles. This table, 
compiled by Stroyer (45), ís based on the assumption that the piling 
acts in either pure tension or compression, and does not take into con- 
sideration bending, nor is the limiting factor of soil capacity con- 


sidered. Tschebotarioff (48), in some experiments with model dolphins, 
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Table II 
LOADS, DEFLECTIONS, AND ENERGY ABSORPTION OF A PAIR OF 14 INCH SQUARE 


PILES WITH VARIOUS BATTERS AND STRESSED TO 500 POUNDS PER SQUARE INCH " 














| | Parallel : | ze i 
‚Batter of :ا‎ i 43. a a ¿ol ; File Lengthy 
Piling i 1: © | 1450 | 1$ | 125 | infect 
-— —————— 
‘Allowable j| 6.68 117.85 (21.3 ¡ 27.8 | 32.7 | 5 | 
Dinering Loads |iq@2e68je0| 17.25.2055 | 27.6 i AT E: 
in. toms}. 0884... 1172 lS CB 8027 40 
Sa 

Deflection, |; 0.0094 10.051 ; 0.041; 0.0316! 0.027 | 5 | 
S, in inches ¡¡ 0.150 ¡0.204 | 0.165 ı 0.1265 0.1057 | 20. 
_________10.600 10.408 | 0.530 | 0.2530; 0.215 i ___40 — 
Absorption, 1: 0.0315 ! 0.44 | 0.44 | 0.44 | 0.44 | 5 : 
men tone :; 0.126  !1.76 .; 1.76 | 1.76 1 1.76 | 20 

! DENS oom cm MM cM ND 40 


Hote:(] A combination of one vertical pile and one batter pile will have 
one-half the allowable mooring load, twice the deflection, and the ab- 
sorption will be the same es the double batter pairs. 


Note: (2) It can be seen that by altering the batter of one or both piles 
a given absorption can be obtained with the desired amount of deflection. 


E After Stroyer, re^corsro? (45). 
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shows that in pull-over tests of thrcc-pile dolphins with the piles in 

a Straight lino tho soil pressures are such as to induco considorable 
bending stresses in the piles. In soveral casos tho batter piling, de- 
signed for compression and tension by the classical methods, failed in 
bending at the ground line at loads greatcr than calculated. It is 
evident then that the mothod of considering tho pilos to act in pure com- 
pression or tension only is a relatively safe procedure, probably giving 
en additional safety factor in both the maximum stress and the absorption 
of impact energy. One important finding sect forth in Profcssor Tschebo- 
tarioff's paper indicates that the load-carrying capacity per pile of a 
scven-pilo dolohin is much lowor than the unit pilo load of tho throc- 
brie dolphin. ‘Whether or not this featurc will have any cffoct on the 
uso of batter piling of a pior is still a matter of conjecturc. It is 
possible that in tho arrongoncnt of pier supporting members where batter 
and main piling are driven in a cluster, a "dolphin" action may cxist 
thereby conceivably reducing the loads that the piling will carry. 

In determining the limiting values for compression and/or tension 
in the batter piling, Stroyer(45) in his analysis fails to take into 
consideration the fact that the soil is the limiting stress factor and 
not the material of the pile and its cross-sectional area. Minikin(28) 
properly assumes that for the allowable stress in compression the bearing 
capacity of the pile is the limiting factor, and for the allowable stress 
in tension he uses the bearing capacity minus the product of the area of 
the base of the pile times the unit bearing pressure of the soil. In 


other words, if the total load capacity of the pile is 30 tons, the cross- 
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sectional area is one square foot, the allowable soil bearing pressure 
is 1.5 tons per square foot, and the angle between the inclined piles 
and the vertical is O, the total horizontal force, F, that two-batter 
piles will sustain will be 
F = 30 sind + (30 - 1x 1.5) sind = 30 sin® + 28.5 sino 
but this leads to an unbalanced vertical force of 1.5 tons, so that the 
limiting load on the two pile group is 28.5 tons per pile or 
F=2 x sind x 28.5 = 57 sind 

As a method of preliminary design and investigation the use of 
skotched deflected structures as suggestod by Hardy Cross(10) is recom- 
monded. With practice adequate bending moment and shear diagrams can be 
obtained to a fair degree of accuracy, in addition to giving the designer 
a proviow of the deflection probabilities of the fender system and picr. 
When using this technique, it should be remembered that the point of 
inflection of a beam tends to move toward the point of least rigidity. 
For purposes of computation a point of inflection can be considered as 
an imaginary hinge where the bending moment of the beam is zero. The 
author thinks that this method should be used to check any design of a 
structure not as a rigorous procedure, but to ascertain that the results 
are within acceptable limitations. To get the deflection that may be 
expected at any point, the area-moment principle can be used. 

The amount of deflection of any pile or bent due to the effect of 
shear as comparcd to deflection caused by bending can be neglected 12 
most instances where tho length is groater than 10 times tho depth or 
thickness of the pile. When mel over d ratio is 10 to 1 thon the deflec- 


tion due to shear is only 3% of tho total. 
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G. Depth of Fixity of Piles 





Research m the design of anchored bulkheads accomplished by 
Tschebotarioff for the U. S. Navy (47) has given much information that 
can be extrapolated to include partially the effect on fender piles and 
main structural bents, regarding soil pressures and points of inflection. 
. With the head of the pile hinged to approximate the anchored portion of 
a bulkhead, and the load applied somewhere between the hinge and the 
ground line, then it can be assumed that the point of inflection of the 
pile is close to the dredge or ground line. For a fender pile that is 
not fixed or hinged at the head but is cantilevered, the depth of fixity 
beneath the ground line is a matter of controversy. Terzaghi(46) suggests 


the formula | 
_ 9/216 E I 

e o 

p ”h 

Kp- K 


^a 5 à ee ( d E 
= , a dimensionless coefficient, and à is the maximum 





where n, - Y 
deflection of tho pile. Chellis(8) simply uses the value of 1/3 the total 
depth of embeddment for the depth of fixity, ignoring the fluff ad the 
loose silt on the surface of the dredged bottom. The writer feels that 
this tends to give unrealistic values, for it fails to take into consider- 
ation the effect of the various types of soil, the consolidation of the 
silt, the type of pile, and numerous other variables. 

Minikin(23), after carrying out tests on single piles, has reasoned 
that the position of "virtual fixity" is at a depth below the ground level 
a distance equal to 0.3 aD where "a" is a coefficient equal to a value 


from 0.75 to 0.70 depending upon the X/d ratio. This will give values 


TSE fixity of from 0:210 to 0.225 of the depth of embeddment for the point 










Figure 6 -- Deflection of pier 8,+8,+(S-C,)= Se 
without fender Figure 7 == Deflection of 
pier Wath fender 
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Figure 8 -- Deflection and force diagrams of batter piles 





Figure 9 -- Concrete monolith section of a mole or caisson 





32 
of fixity. 

Conclusions reached by Palmer and Thompson( 34), and later substan- 
tiated by Palmer and Brown(35) indicate that the peak pressure (soil 
reaction) is greater than the passive pressure of tho soil as computed 
under the classical theories. In addition they found that the point of 
maximum bending moment is relatively independent of the point of applica- 
tion of the force above the ground and the depth of cmbedment of the 
pile, and that tho magnitudo of the maximum bending moment in the pile 
is considerably lcss than usually computod by assuming a point of fixity. 
This is furthor indication that the theory of considcring a depth of 
fixity of D/3 or as indicated by Torzaghi can be misleading and give 
values closer to the unsafe side whcn dsaling with encrgy absorption. It 
is important to distinguish betweon the degreos of fixity of tho ond con- 
ditions of the pile at its head. If it has a large percontage of rigid- 
ity or is hinged then Tschebotarioff's method of assuming the dredge line 
in firm soils as the point of inflection should be used, but if the pile 
head is free of any restraint then the value of fixity given by Minikin 
can be used providing adequate safety factors are utilized to compensate 
for soil conditions, flexibility of the pile, and the findings of Palmer, 
et al. 

In this particular field of soil mechanics a number of studies are 
still being carried on, and until the results are all published and anal- 
yzed it is recommended that computations be based on the least favorable 
assumptions of having the point of fixity close to the ground line, or 
to consider the point of inflection at or slightly below the ground line. 


To assume a depth of fixity that is too large will overstress the sur- 
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rounding soil and result in permanent plastic deformations which in sub- 
sequent deflections of tho fender or bent piling will result in the 
viling being worked looso in the soil, or to cause the main structure to 
be moved out of line with possible local failures. 


H. Periodic Oscillations and Earthquakes 





Although thero are few occasions when fenders are subjected to 
periodic vibrations, thoy are influenced by repeated loadings from waves, 
ships, and winds that can cause constant oscillatory stresses within the 
soil mass surrounding the piling. Repetitious loading of soil, partic- 
ularly clay, in shear will result in lowered allowable design strcsscs. 
This feature of soil is similar to the fatigue of metals. 

Fenders although not normally designed to handle the cffects of 
earthquakes, will absorb the impact cnergies crcated by accelerations of 
tho vier against tho ship. Tho action will bo rcvcrso to that normally 
anticipatcd from fendcrs in that the ship will be the objcct with tho 
inertia and the pier will be the moving mass with kinctic cnergy. The 
mass of the pier would normally be much greater than that of the shin, 
and the velocity imparted into the pier by the earthquake can be of a 
sizeable quality. Fortunately the horizontal movement induced in the 
pier is relatively small, so that the energy to be absorbed by the fenders 
will involve a momement of the fender usually less than its maximum travel 
or deflection. The energy of the pier obtained by the acceleration due 
to the earthquake will be dependent on the length of the piling or height 
of the pier decking above the ground level, the period of oscillation of 


the pier, the duration of the shock waves, and the mass of the pier com- 
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pared to the flexibility of the main piling. The ship's hull plating 
will absorb a portion of the energy and the movement of the ship will 
absorb an additional quantity. 

I. Impact of a Ship Against a Quay Wall or Mole 

The effect of the energy of a moving ship imparted to a gravity- 
type quay wall, mole, or solid pier will depend upon the constructional 
features of the structure. Where the mass of the quay, mole, or pier is 
large compared to the mass of the ship, little effect will be noticed on 
the structure, and where adequate fenders are employed the effect will 
be negligible. Several installations have been built using a bumper 
system rather than a fender system as a result of the harbor owners! 
thinking that the ship of necessity will have to dock very carefully or 
cause damage to itself. From the standpoint of the harbor owners this 
attitude is underatandablo for it involves a saving of construction funds 
and reduces maintenance problems, but this type of protection to the 
pier can be disastrous to the ship. In European countries large monoliths 
of concrete or stone, or concrete caissons filled with rubble and capped 
are used in the construction of moles and closed piers. Assume a mono- 
lith of more or less standard size as represented in Figure 9 with the 
"alues as indicated, and a ship of 30,000 tons displacement comins into 
contact with the caisson at a velocity of 0.4 feet per second, which is 
a reasonable value for a ship of such a size. Then assuming that the 
ship will impart a minimum of 0.20 S into the caisson without damaging 


the ship itself, the nominal energy of impact of the ship will be 


14.9 foot-tons = 179 inch-tons 


B, «2 291099. (0.4)* (0.2) 
9 400,000 inch-pounds 
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The force that will act on the monolith is obtained by assuming 
that 506 of the ship's hull bears on the rubbing strip which is 100' x16! 
and can be stressed to a maximum of 5000 psi. Inasmuch as this is an 
impact loading an average wood can be stressed momentarily(3) to 5000 psi. 
This will give a maximum value of 

F = 0.5 x 5000 x 100 x 12 x 16 = 48,000,000 pounes 
It is assumed that the hull plating can bo loaded with an additional 
5000 psi over that to which it is already stressed, without damage to 
the ship, then this figure will be the limiting stress. Taking energy 


as equal to the average force times thc distance through which it travels, 


3, = 400,00= 7.5 = 


> = 060067 


which is the minimum distance that the monolith must movc to absorb the 
energy of impact without failure of the rubbing strip. It can bo soon 
that this distance is negligible. Consider also the effect of keying 

one mnonolith to another, friction at the base of the structure, and the 
fact that few captains would risk damage to their ships by approaching 

at a speed of 0.4 feet per second, and it will be realized that any move- 
ment of the caisson or mole section can be neglected. Although the force 
is large and will create large overturning or rotational movements, it is 
of extremely short duration. Even if the maximum lateral resisting force 
is the frictional forces, inertia of the water, and of the passive soil 
pressures, the movement will still be less than 0.1" and consequently can 
be ignored. If berthing is utilized on both sides of the mole then what- 
ever slight movement may be found in one direction will normally be offset 


by a corresponding movement in the opposite direction. 
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If a fonder system is designed for a solid, rigid structure, such 
as a mole, it must be borne in mind that the fender will accept all of 
the kinetic energy imparted by the ship, and little if any assistance 
can be expected from the mole structure itself. There need be no fear 
that this type of structure will move on its foundations unless it is 
attacked by extremely high winds accompanied by the forces of large 
breaking waves. such as in the case where the outer side of tho molo is 
used as a breakwater for the harbor. There though is a completely dif- 


ferent problem. 
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III. FEIDER PILES AND DOLPHINS 


A.  Fondcr Piles 

It is admittod that timber is probably the most efficient of 
materials for absorption of energy from an economical and structural 
standpoint, but there are restrictions on its use that limit its over-all 
effectiveness. Probably the most common fender used is the timber pile 
which is driven outboard of the main piling or caissons so that the ship 
must strike it instead of the vier. This pile can be free at tho top, 
oartially restrained, or bolted or pinned to the main structure. When 
the pile is free to bend and translate in any direction tho energy of 
the moving ship will be absorbed, regardless of whether the energy results 
from longitudinal, laterai, or vertical motion. If the pile is partially 
restrained, that is allowcd to move in only one direction, it will absorb 
energy effectively in bending only in the direction of movement. Usually 
this movement is permitted laterally only, requiring that rubbing strips, 
rotating wearing pieces, or metal plating be used on the piles as protec- 
tion against longitudinal forces. Hany designs call for bolting the top 
of the fender pile to the deck of the main structure, thereby reducing 
greatly its effectiveness. The fender acts as a cantilevered beam with 
a hinged support at its outer end. Considering this type of construction 
and assuming that the impact force of the ship is concentrated at the 
water level, with the pile being 35' long, with the water level at 0.0, 
the ground level at -25', and the pier deck at +10', the energy trans- 
mitted directly into the main structure is approximately 50 percent or 


more. It can be secn that when using a rigidly connected pile, the main 
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structure will necessarily havo to be designed to support a large portion 
of th” impact loading in addition to the latcral forces normally encoun- 
tored. 
B. Arch Fondcr riles 

“Minikin tells of a method of using arch-action to increase the 
absorptive capacity of piling. The fender pile is driven outboard of 
the pier and instead of the ual inward batter, they are driven with an 
outward batter, so that the head of the vile is some distance from the 
deck, say about £'-6". Then the pile is pulled back and the head fas- 
tened to the decking, giving the pile a slight arch. From the principles 
of arches it can easily be visualized how additional work is taken up by 
requiring the impact forces not only to bend the pile but also to over- 
come an axial thrust. The main structure is required to take both 
lateral and upward forces. 
C. Fender Piles with Buffers 

In the more recent designs using fender piling, a buffer of rubber, 
a spring, a hydraulic damper, or a rope mat is used between the top of 
the pile and the pier deck to absorb any energy that the pile will attempt 
to pass on to the main structure. Each of these buffer systems will be 
discussed individually later. When an effective buffer or damper is 
utilized, the main structure can be designed for lighter loads with a 


consequent savings of material and money. 


D. Impact Loading for Design 





It is the practice of many design offices to utilize a uniform 


lateral loading in the calculation of the effect of impact on the main 
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structure rather than ascertain the true forces that must be overcome. 
inowing the actual forces of wind and currents as indicated in part by 
Ayers and Stokes(3) these loads can be used for economical designing 
with safety factors, providing adequate and efficient fender systems 
are utilized. 

Let us assume that a stress of 1,500 pounds per linear foot of 
pier is used as an arbitrary design figure, to include wind, current, 
impact, and so forth. If the vessels using the pier are considered to 
be of the same size and characteristics as those described by Ayers and 
Stokes the following can be used: 

Lateral Force due to winds (100 knots) 750 pounds/foot 
Lateral Force due to currents (2 knots) 160  " i 


Lateral Force due to ineffectiveness of 
fenders 50 k 2 


Total lateral force : 960 pounds per ft. 
or a saving of 540 pounds per lincar foot of pier. It is this loading 
that determines the size and spacing of the batter piling. It can also 
require an increase in the size of the main bearing piling if they are 
expected to take any of the latcral load. Consequently, any saving in 
the total lateral lond will result in decreased sections and increased 
savings in money and material. 

E. Ensrgy Absorption Calculations 
To calculate the amount of cnergy e fender pile can absorb, the 


deflection and average applicd force mst be known, to satisfy the equation 


1 
Sweer eS 
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Knowing thc mass of the ship that will bo using the berthing facility 
and assuming 2 maximum rnticipnted velocity the encrgy of impact can bo 
dorivcd, or using tho assumptions of Robortson(29) that stipulate a max- 
imum impact energy of 400 inch-tons and an accident limit of 1200 inch- 
tons regerdless of the size of tho ship, the force F, can be obtained by 
equating the impact energy of the vessel to the energy absorption char- 
actcristics of the fender. 

l. Cantilevered Fender Pile. Using a cantilevered fender pile, 
see Figure 10a, the deflection of the beam can be obtained by elementary 
strength of materials to be 3 


uu 
EI 


O 


then equating input energy to absorbed energy and substituting 


3 
i mw“ = F at = 400 inch-tons 
2 8 SEI 
or F^ = 400 sel = دك كافك‎ 
8 ys ys 


Using a l+" diameter douglas fir pile 40'-0" long the average force will be 


po = (1200 x 1,600,000 x 1890)/(40 x 12)%= 14.6 
4, 7 9.88 tons (this is the average force) 


"xj "xj 
| 


= 7.66 tons 

It is usual to assume that this force will be taken by three to ten piling 
depending upon their spacing. For this example we'll assume that four 
Diles will be acting, so that the force per pile will be approximately 

1.0 ton. The deflection that will take place is | 


ö 


E 
fat _ (1.0 x 2.000)(40 x 12) _ — 


X 
381 3 x 1,600,000 x 1690 
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or over two feet. The deflection varies as the cube of the length, so 
that the energy absorbing qualities of the pile sige follow the same 
proportion. 


2. Fender Pile Free to Translate but not Rotate. If the pile is 








fixed at the top so that it is free to translate but not to rotate as 


shown in Figure 10b, then the deflection will be of the following order 


5 3 
FOL 
le 5I 





which is one-fourth of the deflection expected if the pile were completely 
froe at that ond, and an equal force is applied. Using similar computa- 
tions as with tho froc-cndod pilo, it is found that for the samc dimen- 
sions and impact enorgy tho force excrtod on the structuro is 7.65 tons. 
Tnis gives approximately 2 tons per pile if it is assumed tnat the same 
four fenders are acting. The deflection of each pile then is 13.65". 
Here again the energy absorption capacity and the deflection is propor- 
tional to the cube of the length. The deflection is one-half that of the 
free-ended pile while the applied force is twice as great. 

ó. Fender Pile Hinged to Pier Deck. The calculation of forces 
in a fender pile that is fixed at the head is not quite as easy, for a 
portion of the load is transferred from the head of the pile into the 
pier structure. Therefore, the main bents must assume a portion of the 
energy, reducing the effectiveness of the fender system. Figure 10c 
represents this condition. If the impact load of the ship is applied to 
the fender at tho water surface, or } J3 of the length of the pile from 
the decking, tho immediato load applied to the deck of the structure will 


bc about 0.52 F or approximately one-half of the total. The total onergy 
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load will be absorbed by the bending of the fender and the bending of the 
piling in the main bents of the pier. Because of the number of main 
piling acting, the deflection of the entire structure will be small. The 
maximum deflection of the fender pile can be found by use of the formula 

2 
ds E 2 p. 


- E, i = ےہ‎ 
max. SES 2 Mie © 187 E 
(s $*- 7) 


iquating the deflection to the impact energy we find that the average 


force, Fa of the above example vill be 


i ee [^ 
00 = pa 187 81 
or pe = 456 
8 
and E, = 21.4 tons 
F = 42.4 tons 


Using the same four fenders to carry the force, the unit fender load will 
be 5.4 tons, which will give a maximum deflection of 4.7", at 5/13 meas- 
ured from the level of the deck. This value docs not take into consider- 
ation the deflection of the main structure, but assumes it to be rigid 
enough so that the energy it absorbs is taken up with minor or negligible 
movement. This is not necessarily the case, for with such a large force 
being applied the pier will have to be large and massive m deflect only 

a negligible amount. Each case must be studied in its own merits. It is 
suggested that the designer refer to iünikin(28), Cheskoff(2), or Anderson 
(1) for specific details on the distribution of loads and deflections within 
large piers. | 


If the fenders are erected so that the head of the pile is bearing 
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against the deck or some portion of the pier causing the structure to 
take a portion of the direct impact, then the main bents must be appro- 
priately designed. A more reasonable commonly used design is to install 
a buffer between the head of the pile and the pier. If properly designed 
this buffer will absorb most of the energy imparted to it by the fender. 
Fe Maximum Unit Stresses 

When providing fender piles for a pier, especially ones that will 
carry vertical loads as well as absorb energy, the designer should investi- 


gate thoroughly the stresses in each representative pile for all forces 


that may be applied. Chellis(8) uses the formula 


The author suggests that where applicable the pile should be checked in 
addition for torsion due to the longitudinal force or twisting caused by a 
ship as it rubs against the fender while still having a component of for- 
ward velocity. 

The amount of energy a material can absorb in pure tension or com- 
pression without deforming can be found by computing the area under the 


stress-strain curve within the elastic limit 


^ 


wir 


where c is the maximum allowable working stress and E is the modulus of 
elasticity of the material. When calculating the deflection that can be 
withstood by a fender it is usual to increase the working stress well over 
the limits normally established in structural design. As an example for a 


point load at the center of a simply supported span, the stress is o= 
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12 en Certain types of lumber of the more common grades such as 
douglas fir can be stressed to 5000 psi in impact, or in the case of the 
stronger woods such as greenheart, the allowable stresses during impact 
have been boosted as high as 11,000 psi. Robertson(39) considers green- 
heart as the most efficient fendering material regardless of what it is 
compared with. The author agrees that timber is an excellent fendering 
material, and if used properly can provide excellent protection to a water- 
front structure. It has been the author's experience with timber fenders 
of douglas fir that they will give very good service providing they are 
properly designed, installed, and maintained. They are very susceptable 
though to damage from abrasion by ships, the attack of marine borers, 
weathering, and deterioration from certain types of harbor scum. At one 
station the author found that timber fender piles or frequently used piers 
had to be replaced on en average of once every one and one half to two 
years. Part of this abnormally high maintenance can be blamed on the 
locale and on the mooring procedures of the pilots. 
G. Pile Materials 

It is not intended by the above discussion to indicate that only 
timber can or is used for fender piling. In recent construction both steel 
and concrete have been utilized with considerable success. These materials 
are nearly always faced with timber or rubber rubbing strips to prevent 
localized damage to the ships, such as scraping of the paint, tearing off 
of projections, etc. Steel shapes of varying cross-sections have bcen used, 
such as H-piles, pipe piles, railroad rails, box sections, sections of 


sheet piling welded back to back, or a combination of these. Steel is sus- 
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ceptible to denting or permanent bending with incroascd dotorioration due 
to stress corrosion. Concrete has usually becn used in the form of cylin- 
drical or square reinforced or prestressed piling, but it lends itself to 
future construction because of the capability of many varied forms. Con- 
crote though is highly susceptible to scaling and chipping. Little use 
has bcon made of prostressed concreto fender piling, although some sources 
maintain that because of its flexibility it would make an excellent system. 
There are still too many unanswered questions regarding the action of pre- 
stressed concrete to be able to attempt & rigorous analysis to determine 
its energy absorbing capabilities. Because of the ability of prestressed 
concrete to withstand bending without the hairline tension cracks forming 
makes it a good candidate for use in waterfront structures. 
H. Multiple Files and Dolnhins 

Mltiple piles are used often to provide additional energy absorp- 
tion and strength characteristics that can not be obtained from single 
piles. Actually these multiple pile formations although used as fenders 
are in effect dolphins. Figure 11 shows a multiple pile fender using 
square timber piles with spacers.(27) Many European ports have made use 
of multi-pile structures of steel sections for dolphins primarily, but in 
a sense also for fenders. Figure 12 represents a shape designed for use 
with Krupp steel piles(23), while Figure 13 shows one of the Mannesmann 
dolphins such as is used at Amsterdam, Holland.(38). Figuros l« and 15 
show cxamplos of timber fondering and of a concreto an 

An example of design of a dolphin built as a p of the pier and 


therefore acting as a fender is shown in Figure 16. This work was accom- 
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polished in Venezuala in 1948.(22) This particular arrangement leaves the 
main structure free from inpact forces because of the flexible walkway or 
connecting pier is relatively slender and does not transmit the shock. 
Srield(41) in 1895 showed several methods of accomplishing the same pur- 
pose, except he used a reinforced vier head as an integral unit, per- 
mitting the rigid pier head to assume all of the impact. Examples are 


shown in Figure 17. 
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IV. THE USE OF RUBBER Ii! FENDERS 
A. Characteristics of Rubber 

When speaking of the necessity of having resiliency in fenders, 
the use of rubber comes to mind. It has been only recently, within the 
past decade or two, that the use of rubber has extended to the waterfront 
where it has been incorporated in fenders. Rubber has shown itself to be 
adaptable to many different shapes and forms for absorbing impact. It has 
for years been used as isolators to insulate against accoleration, shock, 
and vibration in aircraft, electronic gear, and automobiles. It has 
proven itself rcliable, relatively inexpensive, and easily obtained, and 
in addition enjoys the trust of thc users. 

Probably the first and best known method of using rubber for 
fenders was to hang old truck tires along the picr or quay wall. A refinc- 
ment was to wrap the tire with manila line to givo it additional stiffness 
and wearing qualities. It was only a short step from the tire to the 
multitude of modern rubber fenders and buffers now in use. Rubber is now 
used primarily as a compression or shear device for energy absorption, 
with some very practical schemes being utilizcd. 

Rubber, like any other engineering material, has its short-conings 
and its advantages. In its natural state it is subject to detcrioration 
by hydrocarbons such as gasoline and oils that may be floating on the top 
of the water of the harbor; it is deteriorated by light and high tempera- 
tures (in excess of about 158 decrees Fahrenheit); and is attacked by 
micro-organisms.(53) By using synthetic rubbers, most of these disadvan- 


tages can be overcome to a great extent. It has been stated by Iredell(20) 
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that "within limitations, which grow narrower each day, the failure 
of a rubber product because of the chemical reaction of oxygen, ozone, 
sunlight, oils, and various substances can be placed on faulty choice 
of compound." He goes on to say though that rubber is susceptible to 
failure due to fatigue in tension and shear, but that this is not so 
in the case of compression. One excellent characteristic of rubber 
is its damping ability. Although not too important in the use of 
fenders, the fact that the material loses & large portion of its stored 
energy by hysteresis losses makes it desirable for use where rebound 
is not desired. 

The simplest method of using rubber in fenders is to place a 
block of sufficicnt dimensions between the head of the fender pile 
and the deck of the picr to be protected, as illustratcd in Figure 18. 
The rubber will act in compression and should be so designed that it 
will absorb the required amount of energy when it has deflected an 
amount equal to 50% of its original thickness. Andri(2) found that a 
rubber block under pure compression will fail when it has been com- 
pressed to about 30 to 35% of its original thickness. Therefore, if 
compression is designed not to exceed 50%, a safety factor of about 
1.6 will be realized. It is presumed that a fender pile using a 
backing of rubber will act substantially like the one shown in Figure 
7, where the impact load at the deck level will be absorbed by the 
rubber. Another arrangement that may be used is one where there is a 
clear distance between the pile head and the rubber bumper. This will 


allow the pile to absorb the initial impact by bending and the remain- 
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der will be taken by the rubber. The rubber is used as a buffer to 
absorb ths remaining energy that the pile is unable to handle by itself. 
B. Laminated Pads _or'"Sandwiches'" 

In 1948 Horsfield(19) reported on the results of tests performed 
on rubber buffcrs made by laminating rubber and stcel into a multi- 
decker sandwich. He used 16 gauge stcel plates to which the rubber 
was bonded and thon stressed the pads to failure. The platcs failod 
in tension before the rubber failed in compression. This can be 
explaincd by the shcaring stresses that are set up when tho rubber 
expands laterally duc to the Poisson effcct and is restrained from 
moving by the bond to the plate. Figure 19a shows the arrangement of 
the sandwich type buffer, and Figure 19b illustrates the cffect of the 
shearing stress set up by the cxpanding rubber. Table 111 is a com- 
pilation of the results of these tests. Horsficld statcd that there 
was no noticcable movement of thc pier itself during tho impact tests. 
This is important, for his readings were taken using the pier as a 
reference line by extending a scriber from the deck to record the move- 
ment on a piece of cardboard attached to the fender, in much the same 
way as pile driving records are kept. The results therefore are oven 
to conjecture as to their accuracy. It is well to note that a 1% 
error in the estimated speed of the approaching ship will give a change 
of 21% in the impact energy. It may also be that in computing the 
nominal energy of the vessel, the coefficient determining the amount 
of energy taken by the ship's hull was excessive. The figures though 


give a good picture of the trend of how the bumpers react to impact. 
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C. Admiralty Fender Unit 


û fonder using a block of rubber as a bumper will still be 
subjccted to the longitudinal forces for which the rubber will be 
little or no help. Therefore it is desirable to design a buffer that 
will absorb lateral, longitudinal and torsional forces. The Admiralty 
in England has devised a unit wherein the rubber is bonded to two 
stoel vlates and mounted to both the head of the pile and the deck as 
shown in Figure 20. The area of the rubber can be found by using an 
allowable stross in shear of 160 pounds per square inch. One plate 
of the "sandwich" is fixed to the deck of the pier and the other 
secured to the head of the pile, so that movement in any horizontal 
direction is restricted with an accompanying absorption of energy. 
Table IV provides the load and energy absorption capacities of the 
Admiralty fender. 

In addition to the Admiralty buffer. several other similar 
units have been developed, one of which ig shown in Figure el.  Inspec- 
tion of these installations after they had been in use for two years 
indicates that they are standing up very well, although several engi- 
neers have expressed uneasiness about the effects of rust on the band 
between the rubber and the stoel plates, and possible failure cue to 
torsion and fatigue. Proponents of the bonded rubber buffers are con- 
vinced that these features are not critical and have been overcome. 

It will take the experience of several more years of use of: bonded 
rubber sandwiches before a completely acceptable answer can be reached. 


It is admitted that the problem of deterioration of rubber can 
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Table IV 
LOAD AND CAPACITY FOR VARIOUS SIZES OF 
THE ADMIRALTY BUFFER SYSTEM 
(Refer to Figuro -20)* 


Į Size of rubber buffer 








îi 0 1 
Diameter, T Thickness, | Load to givo 459 | Capacity, | 
: inches | inchos j deflection in ' inch-pounds 
rro RE POURS p 
' 9 ! 3 | 10, 000 ! 15,000 
a 14 5 25,700 "7ES 
4 | 6 ٍْ 21,400 | 64,200 | 
wa | A, | 55,602 : 107,200 | 
B cl 3 | 53,600 ; 160,800 ! 
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ES ET suos, rc^urcuco 43. mco E 
casily bc overioma by production control, but to preoscrve the external 
portions of the sandwich platos of stool, they will have to bo mado of 
non-corrosive metals or surface protected so that continuod maintenance 
wall mot bo required. “he buffer unit is fastened to the picr and to 
the pile hcad with bolts or screws, which are a potential source of 
futuro corrosion. It is rccommendcd that a non-corrosive or galvan- 
ized metal be utilized both for the plates and for tho bolts. Objec- 
tions have been raised that the metal of these fenders will not last 
for over five or ten years if made of structural steel; it is incon- 
ccivable to the author that an officiont fender systcm should be 
ignored or not used evcn though it will be offectivo for twice the time 
of standard fonders. 


D. _Raykin Fender Unit 





4n innovation of bonded rubber pletes wher> the rubber ects in 


shear only hes been developed and is known as the Raykin buffer.(15) 
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Figure 18 -- Rubber 


Figure 19 -- "Sendwich-type" Rubber buffer 
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Figure 21 -- Rubber buffer unit for 
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Figure 20 -- Admiralty 
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Figure 22 -- Raykin Fender Buffer Unit 
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It can be casily adapted to cither vertical or horizontal mounting, 
and the number of units can be increased to take any desired load. 
Table V gives the load capacities for the number of units used. Figure 
«2 is a sketch of this fender and Figure 23 is the energy-deflection 
and the load-deflection curves for the buffer. This fender follows 
the requirements of an ideal system in that as the deflection increases 
the rate of energy absorption increases. A sufficient number of units 
can absorb large quantities of energy. They are designed so that the 
fender "bottoms" when the rubber is stressed to 45^ in shear. It is 
felt though that before acceptance of this buffer system is considered, 
an improvement of tho method of attaching the plates should be made 
unless non-corrosive metals are used. There are many crevices in 
which rust can progress, and if not properly protected the cost of 
maintenance would be excossivo. The Raykin unit is essentially the 
samo as tho Admiralty typo, for it uses the samo general principle dif- 
fering only in mothod of attachment. It should be noted that for the 
Raykin unit, a unit shcaring stress of 100 psi was uscd instead of the 
160 psi used in the British counterpart. 
E. Noidhart Fonder Unit 

Still another development is tho Heidhart fender buffer(20)(15) 
that makes use of the compression characteristics of rubber. It works 
on the principle of a lever acting against rubber cylinders or bushings 
that will compress as the lever turns. Figure 24 shows two differcnt 


typos of this device that can be uscd as fender mechanisms. Table VI 


is a compilation of the forces and energies that one of these units ean 





Figure 23 
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Figure 24 == Neidhart fender buffer units 
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Figure 25 -- Charaotoristio curves for Neidhart Fender Buffer 
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Table V 
CAPACITY AND ENERGY-ABSORPT ION DATA, AND 


DIMENSIONS OF THE RAYKIN BUFFER UNITS 
(refer to Figure 22 y 


¡Unit Capacity; anergy Height of Width of ‘Thickness, Plato 1! Maximum; 
fNo. + tons | absorption, individual :individual' of indi- ' thickness, dei Leer : 
i i : inch-tons ¡rubber pad'rubber pad, vidual , inches t tion of! 
| t inches 'inches ;rubber | t unit, | 
| | ! ' pad | inches : 
! 1 ۰ ! ‘inches ! | 
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E 1 9 ae : | | 
! E 5 | 25.5 A | 7 : 2 ' 8 OE 
t f ' 4 ¡ ! ! 
! ; i | 1 T : 
Eu: 10 ١ 0 ’ 10 ' 10 | 2 ' = i 8 r 
1 t i 1 ; f i 8 ١ t 
1 l i : | 1 ! i 
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r 2 : 8 f 1 
| | ! z | : 1 
| 41 20 1154.0 wee: 34 " 1 ET 
i y r ' 
! T | - 2 1 ! | e 1 | 
| =) 25 : 192.0 ı 16 155 i $ | © ! 12 i 
E | ! ; : | | 
! & | s0 — 250.0 RU a E ie 
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X (fter the General Tiro and Rubber Company Report Ho. 257-L, reference 15. 
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Tablo VI 
CAPACITY AiD ENERGY £ABSORPTION D¿TL, AND 


DIMENSIONS OF THE NEIDH¿RT FEDER UNITS 
(refer to Figure 24 r 





Unit ‚Capacity, ‚Energy ı Diameter : Length of : Maximum ' Length of: 
' No. ! tons «bsorption, ; of rubber: rubber ı deflection,' lever arm; 
r ¡inch- tons ; bushing, | bushing, | inches | inchos 
E 8 : و1‎ we inches _ BEI 
س‎ mem 
por: 5 TE ! 1.89 COV 8 ! 5 3/4 | 
1 ' l ' 
mee ' 10 | 30.4 ı 1.89 118 l4  : 8 : 5 3/4 : 
1 | 
NES ^ 15 " EN 1 - sole” | ie | 
E | ! ظ‎ | | | 
104 ; 20 | 910 p 8.25 315 7/8 ¦ R TE 
' | : : : 
HS + 25 O me | 18 7/8 |^ we i 9 | 
t i ' ! : t 
108 | 80 | 186.7 — | 2.25 1237/8 + 1 3; 9 | 
t T ! : 1 i 
107 + 85 | 159.5 | 8.85 27 3/4 i R ' 28 | 
! ! 1 1 : ١ l ا‎ 
108 : 40 ; 2.0 | 225° 131 3/4 / R : 9 | 
109 ¦ 45 ١ 205.0 ¦! 2.25 "355/8  : R | 39 | 
t ' ' I : : 
110 ' 50 22280 ewes ES NIS DE | 
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X Lftor General Tiro and Rubbor Company Report ilo. 257-4, reference l5. 
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absorb, while Figure 25 is the load-deflcction and the energy absorption- 
deflection curves. Iredell remarks, "The ficlds of application of the 
Neidhart spring are practically unlimited. Gencrally, it can be cmploycd 
wherover a torsional spring would be practical." The only objection to 
this type of apparatus for use as a fender is the difficulty in getting 
to the interior for corrosion maintenance, but this agaín can be overcome 
by utilization of non-corrosive metals. in advantageous feature of the 
Neidhart fender is its ability to take the longitudinal loads at the same 
time that it is overcoming the latcral impact loads. Vertical loxds for 
the most part will be taken by the pier aftor being transmitted directly 
by the buffer. 
F. Kubber Tubing for Fendering 

« more sinplo method of fendering by rubber has been developed 
utilizing heavy rubber tubing. Developed by one of the major rubber com- 
panies it can absorb fairly lsrgo quantities of energy of impact per foot 
of length. Usually hung along the side of a quay wall or solid pier, it 
can also be used as a buffor behind waling or fender pilcs. Methods for 
use arn shown in Figures 26 and 27 with the load and the cnergy absorp- 
tion capacities givon by tho graphs, Figures 28 and 29. This rubber 
tubing has the advantage of being easy to use, of requiring no extensive 
additional construction, can be replaced rapidly and inexpensively without 
use of special equipment, and of having a relatively low unit cost. In 
using the tubing for horizontal fendering, the designer must be careful 
that forces set up are not great enough to damage the hull, particularly 
on a ship that is framed longitudinally. 

additional methods of using rubber for fenders are presented in 


Figures 30, 31) 32, and 36. 
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Figure 27 -- Goodyear rubber tube fendering used as 
& buffer system for corner protection 
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Figure 28 == Load compression curves for cylindrical 
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Figure 29 == Energy absorption properties for cylindrical 
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Figure 30 -- Avon India 
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Figure 32 -- Raykin single sandwich 
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Figure 31 -- Rubber tubing 
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the Admiralty fender 


66 


V. SPRING BUFFERS FOR FENDERS 


i. Characteristics of Spring Buffers 
When the need for heavy-duty energy absorption was first apparent 


in the construction of fenders, the designers turned to the use of steel 
springs. à notable early use of springs was in the walls of the locks 
of the Panama Canal.(7) and this was not the first time they were em- 
ployed. In theory, springs are excellent energy absorbing mechanisms 
but in actual practice they have proved expensive to maintain. They 
have a tendency to jam in their guides; they need periodic lubrication; 
they are highly susccptible to salt water corrosion; they are usually 
specially fabricated for tho particular installation; and heavy lifting 
cquipment is required to raplace a broken or corroded spring. ú spring 
will absorb energy as a function of tho square of its dofloction thoreby 
fitting one of the major requirements of the ideal fender. 

Over a period of from ten to fifteen years springs will provide 
good service, if properly maintainec. Spring fenders installed on a pier 
in Pearl Harbor(17) in 1926 apparently gave satisfactory fendering pro- 
tection until about 1941 when they hegan to develop troubles due to the 
increased usage and reduced maintenance brought on by World War II. 

These same springs continued in use until recently when they were replaced 
by a fender of different design. when the springs were removed it was 
found that the metal had corroded away from the original one inch diameter 
so much that the sound steel remaining was about the size of a lead pencil. 
When justifying the use of springs it is necessary to analyze the com- 


parative installation and maintenance costs of substitute fenders along 
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with those of the spring actuated fenders. The type of pier construction 
should be taken into consideration, for with certain designs spring 
fenders would be more of a hazard than an aid». 

It is recommended that when considering the use of springs for 
fonders that they be designed especially for the work.  Sevoral firms 
deal with the manufacture of spring assemblics specifically designed for 
use in contact with salt water spray, where there will be little oppor- 
tunity for maintenance. A typical spring assembly is shown in Figure 34, 
and the various sizes are listed in Table VII with the energy absorption 
capacities of each.(49) Attention is invited to the fact that three 
springs are employed for each unit. Although not depicted in the illustra- 
tion it is possible to design this type of spring assembly so that it is 
mass sensitive to a certain extent and also so that the rate of energy 
absorption will increase as the load intreases. This can be accomplished 
by making the smallest spring longer than the other two, with the inter- 
mediate spring longer than the heavy one. The lengths of each will 
depend upon what reaction the designer requires as the springs deflect. 
For a light ship, the long, light spring will absorb the initial onergy, 
so that as it strikes the heavicr springs enough of the impact will have 
been absorbed so that high unit stresses will not be set up. For the 
heavier ships, the initial contact with the small and intermediate springs 
will be relatively small and the majority of the impact will be absorbed 
by the heavicst spring. 

B. Spring Design 
In most instances it would be uncconomical to utilize only one 


spring in a unit; it is proforablo to uso two or more springs to take 
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Table VII 
DIMENSIONS AND ENERGY-ABSORPTION CAPACITIES OF VARIOUS TYPES 


OF COMMERCIALLY AVAILABLE SPRING BUFFER UNITS 
(refer to Figure $4)t 


E AED E: MI IM A ee, NI E الود‎ A ML A ES, E A NN 








‘Spring : Length ¦ Resistance, : Range of : Energy absorp+ 
unit ! of unit, tons , action, | tron capacity : 
type ; inches ' inches ! inch-tons ' 
Short 9 ! 20 : 2 | 20 1 
¡range ' S i 30 2 1/2 57 i 
: 17 ; 50 3 ! 75 | 
Long | — 89 | 10 | 7 l 28 
range ' 56 ! eo | 12 ! 185 , 
| 47 20-25 16 135 


1 
sd 


t After George Turton Platts and Co., Ltd., reference 49. 





maximum advantage of the mechanism. To calculate the allowable loads, 
2 
and the resiliency of a single spring the following formulas may be € 


a. For a cylindrical helical spring of circular cross-section 


m a? ge 
E S 
7 l6 rk 
Do we 
AE g ur 
5,7 2 = 2 
40k 


= 64 nr F/d*ck - 4T nr^ o- - / Gkd 
where n = number of coils, and k = [(4c-1)/(4c-4)] + 0.615/c; where c=2r/d 
b. For a cylindrical helical spring of rectangular cross-section 


F = 2 bh 02/911 
8 .- 7.8/2 - 4 êV (K? + 1)/a5 ar“ 


= 7.2 T nr F(b? + h*)/b^h Gk 
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where K = b/h, k = [(4c-1)/(4c-4)] + 0.615/c 3 where c = 2r/b 


when using springs, the spring itself should be completely enclosed 
in a casing that allows deflections but yet seals the ease against leakage 
of salt water into the assembly and retains the lubricant inside the 
casing. In addition, a fitting must be provided so that the lubricant can 
be injected at regular intcrvals to prevent corrosion and seizure. It is 
a good idea to consider the future maintenance of the unit by placing it 
in such a position on the fender or pier that it can be casily reached 
for repair and lubrication, and so thet it may be easily removed and re- 
placed without using heavy lifting equipment and requiring a great deal 
of work. One of the main objections to the use of springs is the diffi- 
culty in working on them because they are placed in such hard-to-reach 
locations. 
C. Use of Springs 

Springs, like rubber, are not restricted to use with fender piles, 
but can be incorporated in hung or gravity fenders or can be used with 
other media such as hydraulic, rubber, and pneumatic units. The manner 
in which a spring is used is pretty well delineated by its shape and its 
susceptibility to corrosion; therefore it must be as far above the sea 
water as possible, and even out of the spray range if practicable. They 
are normally used only in compression, accepting only those loads that are 
parallel to its axis, thereby requiring a special rig to prevent the longi- 
tudinal loads from jamming the sliding casing. This tendency to jam can 
be overcome somewhat by providing hinges at each end of the unit, or 


while leaving one end completely free have the other end securely fastened 
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so that the mechanism is cantilevered out from the pier. This last will 
allow a partial slipping of the fender piling along the surface of the 
unit transmitting essentially only the loads that are normal to the pier. 

à hung fender system employing a series of springs as used by 
Du-Plat-Taylor(13) is illustrated in Figure 35. The wales between the 
individual fenders are hinged so that they allow full deflection of the 
springs before they are brought into play, indicating that the fender can 
take up additional energy over and abcve that which the springs can absorb 
by utilizing the bending of the timber. In this particular fender each 
spring could take a force of 30 tons in a movement of 3 1/2" , making the 
entire fender capable of carrying a total load of 90 tons. It is sug- 
gested that in order to make this system more efficient and spread over a 
larger number of fenders, the wales might be rigid so that when one fender 
deflects, the others will begin to deflect and absorb energy commensurate 
with the deflection of the wales. 

The spring fender system discussed earlier that was used on a pier 
at Pearl Harbor is shown in Figure 36.(17) This is the more common type 
of installation used, although the use of springs with a single connecting 
wale such as shown in Figure 37 is extensive. The latter is similar to 
the one used on the Panama Canal.(7) Examination of the Figure 37 will 
serve to illustrate one of the inherent defects of using a single wale 
with springs. The weight of the wale produces an unbalancing couple that 
is resisted only by the chain when the casing is at its outward extention; 
unless the chain is the correct length, the casing will tend to cock either 


up or down depending on the tightness of the chain. After the fit of the 
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sliding cylinders becomes a little loose, the mechanism will tend to jam 
and result in the transmission of the impact of the ship directly to the 
pier or wall. Direct transfer of the shock will cause damage to either 
the pier or the ship. The type of instellation shown in Figure 36 is 
somewhat more acceptable than the single wale, in that it will distribute 
the moment couple a little better, and will not tend to jam quite as 
readily. In either case, a step must be provided so that the spring can- 
not rebound to the extent that the casing is forced out of its housing. 
This can be accomplished by a chain, by through bolts to the fender, or 
by means of a stop within the casing itself. It is considered advisable 
for the spring assembly to be arranged in such a manner that the unit has 
a pre-set load in order to maintain concentricity of the casing and to 
prevent chatter of the spring during wave fluctuations. 

It is very easy to overlook basic structural principles when dealing 
with forces overcome by fenders. Figure 38 (18) shows a design that in the 
author's opinion is unsatisfactory, because it fails to perform its func- 
tion of keeping impact loads away from the main structure. The use of the 

loating camel and the rubbing strip of metal are excellent ideas, for in 
this way the loads are restricted to a very small section of the pilo. 
The length of the pile from the deck to the sandy bottom was about 59! 
while the distance from the deck to the wale supporting the springs is 
only 9'-O". The springs then do two things: they absorb a portion of the 
energy of bending of the pile (see Chapter 3) and because they form in 
essence a third reaction, the pile receives a portion of the load that 
would normally be taken by the deck. Analyzing this arrangement leads one 


to the conclusion that the springs absorb some energy, but not as much as 
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they could if the design were rearranged to exclude the spacers at the 
deck level. Assuming that the pier is already loaded to some percentage 
of its design live load, the piles are already stressed in compression. 
From the drawing, as the ship strikes the fender a sizeable load is trans- 
ferred directly into the piling at a distance several feet below the deck 
level, creating a bending moment within the piling in addition to the 
direct stress already applied. Add to this the small amount of additional 
load due to the transmitted shock, and it can be seen that bending moment 
due to the lateral load of the springs on the main piles could be rela- 
tively large. Next add the lateral force applied to main piles by the 
heads of the fender piles through the decking of the pier. Then there are 
these forces in the main piling to consider:vertical dead load, vertical 
live load, horizontal bending moment due to the force exerted by the 
springs, horizontal bending moment from the impact imparted by the springs, 
horizontal bending moment from the lateral force of the fender piles, and 
the bending moment due to the impact transmitted by the fender piles. 
Nearly all of these lateral forces could have been eliminated by the simple 
expedient of substituting a spring for the spacers at the deck level, and 
eliminating the spring assemblics at the lower level. 

There are many ways that springs can be used that have not been 
tried before, but it is considered that the other materials such as rubber 
or other media such as hydraulic dash-pots will provide the same or better 


protection with fewer construction problems and maintenance "headaches." 
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VI. SUSPENDED GRAVITY FENDERS 


A. Characteristics of Gravity Fenders 

In designing fenders it is desired that they should be simple yet 
sturdy, that they require little maintenance, that the area of contact 
shall not be so small as to damage the ship, that they absorb energy 
with a gradually increasing resistance, and that they must absorb impact 
normal to the pier line but give away to longitudinal forces. All of 
these stipulations are met to some degree in the gravity or suspended 
fender systems. Basically, a gravity or suspended fender is a mass of 
concrete, steel, or other heavy material that is suspended on links, 
Chains, or cables alongside or underneath a pier. As the ship comes into 
contact with the fender, it moves in an arc away from the ship towards 
the center of the pier and in moving it is raised. It is the raising of 
the mass that requires the expenditure of energy to dampen the impact of 
the mooring ship. Figures 39 and 40 illustrate schematically the forces 
required to raise the gravity fender, where the cnergy absorption capacity 
is taken as the weight of the fcnder times the vertical distance through 
which it is moved. There are other losses in this type of fender such as 
the energy required to initially accelerate the mass of the fender, the 
energy consumed in moving the ass horizontally, and the various fric- 
tional losses. These minor energy absorption conditions are usually 
ignored in the calculation of the fender because they are so small in 
relation to the whole. 


B. Energy Absorption 


When computing the energy absorption requirements of a fender systen, 
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the mass of the ship is usually very large compared to the mass of the 
fender, so that the inertia forces of the fender may be ignored. If 
though, the mass of the fender is large in comparison with the mass of 
the ship, then the inertia forces cannot be ignored and must be figured 
in with the calculations. This is rarely the case. For example, where 
a gravity fender weighs 60 tons and the ships that will bcar against it 
arc 15,000 tons or more, there is little reason to consider the inertia 
effect of the fender. When this same fender is used and the mooring 
ship is about 400 tons, then considcration should be taken of the energy 
of acceleration. The effect of acceleration can be ignored if the ac- 
celeration is comparatively small. 
C. Types of Gravity Fenders 

Gravity fenders can be grouped into the following categories: 
vertical suspended, horizontal suspended, point suspended, three-point 
suspended, and longitudinal links. Each of these will be discussed and 
bles of each will be given. The use of any one of the different types 
will depend upon the tidal conditions, the berthing restrictions of the 
location, the size of the ship to be moored, and exposure to winds, waves, 
and currents. As an exarple, for large tidal ranges a heavy vertical 
fender would be required, such as is shown in Figure 4l, with the weight 
depending on the energy absorption necessary. 

Both Wolf(52) and Baker(5) describe a vertical fender installed on 
an open-water pier at Mina Al-4hmadi on the Persian Gulf, where the fenders 
are hollow steel cylinders, 21'-3" long and 6' in diameter, filled with 


concrete, and supported by steel links or trunnions placed 17'-0" on 
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vertical centers. Each cylinder weighs 50 tons and is placed in groups 
of three at 10' on centers with the groups arranged at about 128' centers 
along the pier. The maximum vertical travel before the fenders are 
arrested is 46". Each cylinder is faced with 14" creosoted timber as 
chafing strips, and there are guide beams along each side of the fenders 
to prevent twisting due to longitudinal forces. Figure 41 is a repre- 
sentation of this particular installation. An important feature of the 
vertical type is that they can be made hollow and after crection they 
can be filled with concrete or sand. If sand is used, a drain can be 
installed at the base of the fender so that if removal is necessary at 
any time the sand can be easily removed and the fender can be liftod with 
the use of light lifting equipment. The horizontal force of the fenders 
can be carried to a large number of the main bents by installing a truss 
horizontally underneath the deck of the pier. 

Professor A.L.L.Baker, the developer of the gravity fender, has 
shown from experiments( 4) that a vertically suspended fender will give 
way easily when strucx a glancing or longitudinal blow. In essence it 
rolls with the blow. Zven in the case described above of Mina Al-Ahmadi 
the 258 beams will allow a certain amount of twisting of the cylinder 
to remove it from contact with the longitudinal forces. That portion of 
the longitudinal force that is not sloughed off will be taken by the 
torsion beams and transmitted directly to the main structure which will 
transmit the force through the deck structure to a number of the main bents. 
D. Reduction of Weight by Immersion 

The buoyancy effect on gravity fenders when they are immersed in 


sea water cannot be overlooked. Whether the fender is of the vertical or 
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horizontal type all or almost all of the fender mass will be submerged 

at high tides reducing the effective weight by approximately 45%, depend- 
ing on the material used and the configuration of the weight. Where the 
energy absorption capacity of a mass of concrete of 30 tons raised a 
distance of 30 inches would be about 900 inch-tons in air, the energy ab- 
sorption in sea water would be reduced to approximately 495 inch-tons. It 
can be argued that the drag of the mass of water through which the fender 
must travel will increase the energy absorptive powers of the fender, and 
it is readily admitted that this is true to some extent. The exact amount 
of absorption by the water though is relatively small and can be neglected. 
Failure to consider the drag effect gives a value on the safe side. 


E._ Prestressed Concrete Gravity Fenders 





Horizontal fenders of the gravity type have been made utilizing 
prestressed concrete faced with rubbing strips of timber or rubber. Pre- 
stressing of the concrete is considered advantageous from the standpoint of 
transmittal of the shock wave during impact. As has been evidenced in the 
use of prestressed concrete piling, the shock wave of the pile driver upon 
the head of the pile will travel along the pile from end to end. If the 
tip of the pile penetrates from a hard or stiff layer into a relatively 
soft stratum, the pile which is no longer in a fixed end condition will not 
transmit back the compression wave, but will transmit instead a tension 
wave. In normal precast piling, this tension wave has been known to cause 
failure of the concrete. A thorough explanation of this effect is provided 
by A.E.Cummings(12) in his discussion on pile driving formulas. A similar 


effect but undoubtedly to a markedly less degree will be noticed on a 
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wear a on 


gravity fender resulting from the impact blow of the ship. The shock 
wave will travel along the fender and because the fenders are usually 
free-ended the return wave will be tension rather than the originel com- 
pression. A sufficient number of impacts no matter if thoy are small 
will eventually causo hairline tension cracks ipeum which the sea water 
can enter the concrete and attack both the concrete and tho reinforcing 
stecl. This wili lead to damage and early replacement. The use of pre- 
stressing will allow the usc of a through-fender, or one that extends 
from one side of the pier to the other, thereby simplifying the hanging 
and supporting arrangements. Without use of prestressing, the fender 
would be much too heavy if used on piers wider than 20 to 25 feet. An 
example of this type of fender is illustrated in Figure 42, the dimensions 
of which were taken from an installation at Thames Haven, England.( 33) 
Each fender was designed to absorb 90 foot-tons or 1080 inch-tons when 
completely immersnc in water. 
i. Examples of_Gr:yühy Fenders 

Other typ=» 0 horizontal gravity fenders are similar to the 
throush-fender e/.cr; they are hung on either side of the pier and are not 
interconnected. .*3; schemes have been devised and tried out with little 
or only a reasons :» amount of success. One idea that was introduced and 
patented in England and based or the principle of energy absorption by 
lifting various weights through distances is shown in Figure 43.(42) 
Actually, the basic idea is very little different from the ideas incorpo- 
rated in other gravity fenders, with the exception that this one will 


require more maintenance and result in more construction problems. It 
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fails in simplicity, but it does provide for an increasing rate of energy 
absorption. A good feature is that most of the steel is constantly below 
low water and the corrosion will be slight, unless micro-biological corro- 
sion is present. Unfortunately though there are too many items of this 
mechanism that are prone to give trouble, and it is recommended that prior 
to using this particular design that consideration be given to other nore 
efficient and more simple devices. 

Nissen has designed several gravity fenders, two of which are de- 
picted in Figure 44.(32) Patents on these fenders are held by Christiani 
and Nielsen, Ltd. The fender in Figure 44a is very simply made; in most 
cases it could be fabricated out of scrap materials around the yard. The 
distance the revolving wheel could travel up the rails would have to be 
governed rigidly for if a ship came into contact with the rail ends much 
damage could result. The distance of travel would be limited approximately 
to the radius of the large wheel minus the radius of the small wheel. A 
restraining device would have to be provided to prevent the fender from 
overtopping its lower stop in case it momentarily stuck at its upward 
travel long enough for the ship to move away. The frictional forces devel- 
oped by the wheel sliling against the rails or in the outer wheel rubbing 
against the hull of the ship could be ignored for the most part as being 
negligible, unless additional measures were taken to increase the frictional 
components. This latter is not recommended because of inherent difficulties 
that would be encountered that would complicate the design. The fender of 
Figure 44b has been designed so that it will rotate with longitudinal forces, 


so that as the ship moves parallel to the pier or quay wall the fender will 
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provide no reactive forces. It is held by a tongue and groove arrangement 
at the base of the fender in order that only movement perpendicular to the 
face of the pier will be permitted. The method of suspension could become 
rather complicated and cause maintenance problens. 

For locations where extremely large concentrated impact forces are 
expected from ships a suspended fender or dolphin has been developed. 
Known as the Bell Fender or Dolphin, Figure 45, it is essentially a large 
mass suspended on a central pin so that it can rotate or be deflected. 
Used to ward off glancing blows of large ships at exposed locations, it 
has proven to be fairly successful. It is limited to use in only certain 
circumstances where itsadded expense would be justified. Similar loca- 
tions have been serviced by heavily constructed turning dolphins or en- 
larged pier heads. The use of one or the other will or should be dependent 
upon the relative costs and efficiencies for the particular locale. It is 
claimed that a Bell Fender weighing 200 tons will absorb as much as 300 
foot-tons or 3600 inch-tons of energy, or the impact of a 20,000 ton ship 
at a velocity of about 1.6 knots.(5) Thc owners of the patent describo 
this fender as a "bell-shaped cap which bears on a spherical or ellipsoid 
surface. ...Normally the point of pivot of the bell is central, but as 
pressure is applied to the side, the point of pivot travels outwards, so 
that thc resistance at the side gradually increases from zero to a force 
nearly equal to the weight of the bell." It can be constructed of steel, 
reinforced concrete, or timber. 

At locations where there is little or no tidal range or on floating 


piers, a fairly small reinforced concrete fender such as Figure 46, and 
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known as the Mulberry rierhead type, can be used. Originally used on the 
"Mulberry" floating harbors during the invasion of France during the last 
world war, they are very suitable for use on piers or quays berthing small, 
fast craft such as ferries. Although easy to maintain because of their 
comparatively light weight and small size, they have problems inherent in 
their use of connecting links of steel. As can be seen Longitudinal links 
are required at three different locations on each fender to provide the 
necessary interaction of the individual units. Being made of steel, 

these links will shortly begin to corrode and will require periodic re- 
placement if the correct action is to be expected from the fenders. Tying 
the units together with something other than a corrodable material will 

do much to increase the advantages of these fenders. 

During the short period of time that eravity and suspended fenders 
have been in use they have proven themselves to be very good from the 
standpoint of simplicity, lack of maintenance, increasing rate of energy 
absorption, and long life. The major problems inherent with this type is 
the difficulty of installation and of removal for repair or replacement 
cue to the excessive weights involved, and the manner in which they are 
hung. For heavy duty installations there are few of the other standard 
types of fenders that could perform as efficiently and effectively as the 


gravity types. 
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VII. MISCELLANEOUS TYPES OF FENDER UNITS 


Ihe foregoing chapters have described the morc common types of 
fenders currently in use throughout the world. These are only a portion 
of the ones that have been or will be tried. Included in this chapter 
will be a number of different fenders and systems of varying designs and 
principles. Tho very fact that they have been ineluded here as a group 
is not indicative that they are any less valuable or useful, but it sig- 
nifies that they haven't been as thoroughly developed or as extensively 
uscd. 

Of the fonder systems listed in this chapter, one is most outstend- 
ing in its future potentialities: the hydraulic buffer or dash pot. 
Hydraulic dampers have been used on recoil mechanisms of cannons, landing 
struts of aircraft, shock absorbers on automobiles, door stops, and other 
installations where efficient Camping is required. Essentially these are 
all similar devices--a cylinder full of an oil or fluid so arranged tnat 
when & plunger is depressed the fluid is forced around or through the 
plunger head consuming energy in the process. The design is one incorpo- 
rating the principles of fluid dynamics with consideration of turbulent 
flow in a confined pipe either through an orifice or around a constricted 
weir. As an added method of absorbing the energy, springs or air-pressure 
in conjunction with the hydraulic buffer have been utilized. 

As stated earlier in this thesis, one of the requirements of a good 
fending device is velocity sensitivity, or the ability of the mechanism 


to increase the rate of application of the reactive force as the velocity 
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of applied force increases. The hydraulic buffer is ideal for this in 
that the reactive force exerted by the damper is proportional to the 
square of the velocity. This means that if the energy of approach is 
equated to the absorptive energy of the hydraulic damper, each will be 
proportional to the square of the velocity, and the fender will compensate 
for the approach velocity within most reasonable limits. This also means 
that the deflection of the buffer will remain constant within a relatively 
narrow range, regardless of the velocity of the impinging ship. 

The mass sensitivity of the hydraulic damper is relative to the 
position the plunger or deflection of the buffer. At the beginning of the 
deflection there is little or no mass sensitivity, but as the damper is 
depressed the mass sensitivity rapidly increases until it becomes very 
strong at the lower velocities. Within certain ranges this mass sensitivity 
is not as important a consideration as the velocity sensitivity, for it 
means that the ship will receive the same unit reactive force at the begin- 
ning of impact regardless of the size or mass. The buffer is usually so 
designed that the reactive force at impact is relatively small and as the 
reactive force increases, the velocity decreases; the sensitivity of the 
buffer to mass is increased. Therefore, because the hydraulic damper is 
designed to rapidly increase the rate of energy absorption as the unit 
deflects, the mass sensitivity is more important at the later regions of 
travel. 

A great amount of research on shock absorption by hydraulic buffers 
has been done by both the automotive and aircraft industries. The buffers 
used as fenders are very similar to those used on airplanes. Both use the 


principle of a compressed air cushion that will give an initial reactive 
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load and will cause the buffer to return to its original position as soon 
as the load is removed. A representative hydraulic buffer(50) is shown 
in Figure 47 incorporating an external air-pressure supply, while Figure 
48 is a buffer using an internal air pocket under pressure. The action 
wili be similar, with the exception that the internal air pocket pressure 
will incroase approximately as the inverse ratios of the volumes after 
Boyle's Law, while the buffer with the external air supply will maintain 
a fairly constant air pressure. The desirability of one over the other 
will reflect the requirements of the individual location, circumstances, 
end designer. The buffers shown in Figure 48 can be designed so that at 
low velocities (0.5 feet per second) the hydraulic energy absorption will 
be about 80 inch-tons and the pneumatic absorption will be 80 inch-tons 
or a total of 160 inch-tons for a deflection of le inches. At a higher 
velocity though the energy absorbed hydraulically vill be equal to 80 
inch-tons times the square of the quotient of the new velocity divided by 
0.9 feet per second. Therefore if the new velocity is 2 feet per second, 
the new hydraulic absorption will be 1280 inch-tons. The pneumatic absorp- 
tion will remain at 80 inch-tons for a total of 1360 inch-tons. 

The problem of using hydraulic buffers has more ramifications than 
with a buffer using springs or rubber, for there is the question of leak- 
age of air-pressure, the leakage of the hydraulic fluid around the packing, 
and the need for higher quality workmanship on the individual units. 
Although they can be used in the same manner as spring or rubber buffers, 
this arrangement would be far more expensive and would be a wasteful use 


of units because they are so much more efficient in energy absorption. 
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Consequently, hydraulic buffors have boen used in mechanism where their 
high onergy absorption capacities can bo fully utilized. Figure 49 shows 
tho method of installation at the Ferry Torminal, Dovor, England.(50) 

These are arranged so that all four buffors come into action regardless of 
what angle the ship strikes the fender. Figure 40 is a method described 
by Du-Plat-Taylor(13) in use at the Mole du Verdon, Bordeaux, France. 

Four of thcse fenders acting together will absorb the impact of a 60,000 
ton ship travelling et a velocity of 1.0 foot per second. Spaced at 49'-0" 
on centers and weighing 32 tons each, a considorablo portion of the kinctic 
cncrgy is absorbed by raising the weight through a vertical distance, while 
thc romaindor of the energy is absorbed by tho hydraulic dash-pot. 

The problems inheront with cither of the two above mentioned exam- 
ples are not numerous but they are sizeable. The system at Dover is fairly 
comvlicatcd and without propor adjustment could give endless maintenance 
problems. The problem of the second, at Bordeaux is tho seme as with any 
gravity fonder: weight. A larg: crane is necessary for romoval of the 
individual fender whenever work is required. It is obvious of course that 
for the latter only large ships can be berthed at these fenders. Small 
vessels, berthing at high velocities would be subjected to too great a 
unit pressure on their bulls. It might be well to add that this installa- 


tion is located where only the very large, ocean-going vessels are berthed. 


B. Floating Fenders: 





One of the most simple of the fenders is the floating device. 
Originally the camel log was used as a fending device, although it is now 


realized that it causes higher stresses to be placed in the main piles of 
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the pier than if it were eliminated. hen properly usec camels are 
employed only as spacers, and are kept away from those locations where 
vessels are liable to come into contact with them first when mooring and 
thereby transmit all of the mooring impact directly into the main piles 
at water level. Several interesting devices have been used by engineers 
employing the floating principle; by having the fender float, you strike 
the ship at the water line or at any predetermined point so that there is 
e rolling moment set up that will decrease the stresses applied by the 
initial impact. 

A system described by Minikin(27) and used on the quays at Tyne 
Harbor is depicted in Figure 51. Held in place by a weighted chain it 
rises or falls with the tide remaining at water level. Shock absorption 
is obtainec by means of the rubber washers acting in compression between 
the two wooden laminated wales. This system is feasible only on quay walls 
or moles; to be used on open piers, wales would have to span the entire 
distance between the main piling. A similar type of fender, shown in 
Figure 52, is used at Nilsson-Hiort.(36) 

ûn interesting floating fender incorporating the principles of the 
pravity system is used at the New Wharf, Port of Tiko(31) and is illus- 
trated in Figure 53. The fender itself is a floating chamber with timber 
rubbing strivs that transmit the impact of the ship directly to the weight 
hung underneath the deck of thc pier or wharf. The energy is then absorbed 
by raising the weight through a vertical distance. ‘the method of repair 
of this fender makes it desirable fron a maintenance engineer's standpoint. 


Should something happen to thn fender so it necds maintenance, or should 








`~ ` wW | 12 f : x 
"u^ Y 3 CoA 
Quay [e ° N [fr dm a 
"à v Rubber washers T enm 
- 5 UN — ce 
= Bez == 
> mn y "H HEN es 
en > {OS ; 
ia 
ar C / 


U. 
Ho O 
Timber wales 


Concroto block 
Figure 5l -- Floating fender for 


use on quay walls 


4 








A‏ رةه 
Figure 52 -~ Floating fonder‏ 
Set}‏ 
Wharf \‏ 
m ES Quay‏ 
W.S of Im I E linge wall‏ 
Timber |‏ 
strip 01-0"‏ 
ton concrete block‏ 28 
Floating chambe‏ 
Figure 53 -- Detachable floating fender‏ 
‘imber wales‏ 





Section A-A 


LL 


Figure 54 ~=- Tweddell floating fender or 


catamaran 





91 

it require painting, it is casy to get under the deck by boat, disconnect 
the floating section from the weight and then float out the fender. In 
order to facilitate rapidity in turn-around, an additional floating fender 
is provided and can replace the damaged one immediately with no lost 
berthing time. This particular fender has a counter|weight weighing 24.8 
tons in air. In practice, the counter-weight can be so designed that it 
will remain in air all of the time increasing the weight efficiency of the 
system, and reducing the unit cost of energy absorption. 

A new design of a floating fender that has received notice over 
the past several years was designed by Captain A. J. Tweddell in England, 
and actually can be made of materials that are found in almost any yard. 
As shown in Figure 54 each section weighs about 10 tons. Originally 
6'-4" wide, it is compressed by means of cables or bolts to 5'-10" to give 
it an initial set. As designed it is clained to be able to handle impacts 
from ships up to 29,000 tons. Similar floating fenders or "catamarans" 
are described by J. H. Jellett(21) for use when docking the liner, the 
United States. The author's main objection to such a fender is its bulk- 
jness and unmanageability. Jellet describes his fender as being 10'-0" 
deep instead of the 6'-4" of Tweddell's, which makes it even morc bulky 
ana unwicldy. 
C. _fneumatic_Fenders 

Fenders incorporating the use of air under pressure have not been 
used to any extent, nor have they been developed to the point where they 
are really efficient. Of course, the use of air in conjunction with 


hydraulic buffers utilizes air pressure, but these units are basically of 
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another type. A very common method of using air-pressure is to utilize 
ole rubber automotive inner tubes inflated and hung alongside the pier 

or quay wall. Actually, Tweddell's fender described above makes use of 
this idea. Andri(2) suggests the use of rubber truck or airplane tires 
filled with foam rubber with the rim opening of the tire covered and made 
air-tight. One or more release valves are installed in the casing of the 
tiro so that as tho vessel comcs into contact with it the air is expelled 
under pressure. After the impact has been absorbed and the ship moves 
away, the foam rubber will expand and draw air into the casing through 

a reverse-acting valve. For use in areas where the impact stresses will 
be small or when dealing with small craft, this method could serve very 
well, but it is the author's opinion that there are many other fending 
devices that will perform better with less susceptibility to damage. 

The air-intake and release valve would undoubtedly be a source of main- 
tenance problems. 

D. Hung Fenders 


Even though they are noi a separate type of sehe by themselves, 
at E sot as discussed by this report, it is considered proper to 
mention the hung fender. A hung fender is one that is attached directly 
to the pier or quay and does not come into contact with the underlying 
soil. A hung fender can be of a rigid type that is nothing more than a 
grill work of rubbing strips set vertically and horizontally on the face 
of the quay wall, or it can be a vertical fender of timber that may or 


may not have a buffcr mechanism between it and the pier. Therefore, 


instead of thc lower end of tho fender transferring the impact loads 
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directly into the soil, it is either hinged to the pier or it is held by 
buffers both top and bottom. On piers where very deep waters are encoun- 
tered, it is inadvisable to make use of long fender piles because of the 
accompanying large deflections under loads, and because of their suscep- 
tibility to damage. Therefore, it is advisable to use hung fenders when- 
ever the depth of water exceeds approximately 40 feet. This correctnoss 
of the figure of 40 fcet can be argued and has been variod as much as 15 
fest either way. It is up to the discretion of the designer and limited 
by the factors of the locale. The 40 feet figurc is a norm. It is well 
to remember that when hung fenders are used that a lower support must be 
provided. This support is almost always below low water, and can give a 
great amount rs trouble in addition to the problem of install- 
ing the initial bracing. Hung fenders are becoming increasingly popular 
with harbor engineers and are being used in locations where fonder piles 
or some other type of fonder could be more economically and cfficicntly 
utilized. It has the advantagco of case of maintenance when and if there 
is damage to an individual fender. They are light enough that they can 
be removed with only the lightest of lifting gear, and they can be repaired 
by one or two men within a very short time. The ease of maintenance when 
figured in the over-all cost could easily be the deciding factor in the 
final decision as to the type to construct. 
E. Branches, Rope, Cork and fiubber Tires 

No thesis on fenders would be complete without : discussion of tho 
use of branches, rope, cork, and rubber tires. Because of the extkeme 


shortage of timber. and other fondering materials during World War II, 





94 


the harbor engineers were forced to retreat to tho usc of the old methods. 
In fact, since that time there have becn several harbor masters who swear 
by these methods prefcrring them to tho more modern approaches. In tho 
section on fenders and dolphins in the 1953 Congress of the Pcrmanont 
Intornational Association of Navigational Congresses held at Rome, sev- 
cral of tho papers presented designs utilizing timber branchcs wrapped 
around cylindrical stecl tubes and tied with cable or wire. The resili- 
ence of these fenders are much greater than is realized from a cursory 
examination; in addition, they are very inexpensive, and will last with 
little or minor maintenance for a period of from three to five years. 
Hung directly against the quay wall for contact with the side of the 
ship, or used as a buffer as one would use rubber or springs, they have 
performed satisfactorily. In direct contact they will accept only those 
loads which are normal to the quay wall, and will roll with the longi- 
tudinal forces. Of course, th2 cnergy absorptive qualities are limited, 
but if this is understood by botn the engineer and the ship handler, 
then they can be used when other materials are not available. at Brémer- 
heaven, Germany, these are used on tho Columbus quay with each handle having 
a length of about l9 feet and a diamcter of approximately 7 fcet, made 
with a core of thick neavy branches, and an outer layer of smaller, thin- 
ner branches of wood. 

taxing rope fenders is onc of thc age-old occupations of the sailor 
during the long voyages and they are still usod oxtonsivoly on small 
craft.  Homenbor thc bou fondor on tho small tug boats? But the rope 


fender is giving wey to tho rope and cork or ropo and rubbcr tire fondor. 
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Here a piece of cork or an old truck tire is wrapped firmly with manila 
line with a surprising resiliency resulting. A number of designers use 
cork and rope fenders es buffers between the head of the fender pile and 
the pier to help absorb the impact. The coefficient of restitution is 
small, which is a merk in its favor. Actual values of energy absorption 
are difficult to give for these fenders for so much will depend upon the 
method of construction, the workmanship, and the materials used. 
F. No Fenders 

In many harbors, and some where large ships berth, the use of 
resilient fenders is thought to be an unnecessary consideration for the 
ship owner. Here are used solid blocks of timber, cither cylindrical or 
square, that are installed at the water surface end held in place by 
chains or are allowed to slide up and down on a single standing pile. 
When an engineer was questioned regarding his reason for using such a 
system instead of resilient fenders, the author was told that it is up to 
the ship handlers to worry about the impact. The quay wall was more than 
sturdy enough to take any impact, so if the skipper was foolish enough 
to come into the berth at a high velocity, then he would be responsible 
for the damage to his ship himself. This is the incorrect attitude to 
take. Iv is the author's opinion that the harbor engineer is responsible 
not only for serving the owner of the pier or wharf, but is also respon- 
sible that the ship is not damaged during normal berthing. It is well to 
renember that it is not always in the best interests of the pier owner to 
make it difficult for the ship owners; they can always carry cargo for 


others. 
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VIII. REQUIREMENTS, R:COMENDATIONS, “AND SPACIN 


The questions that the designer of a pier must answer every tine 
he is working on a new structure are: If I provide fenders, what kind and 
ist they be? How must I arrange them? What size ships will use the 
pier? What size ships will use the pier twenty years from now? How much 
can I spend on fonders? hat should the life expectancy of fenders be? 
These and many other questions apply in essence not only to fenders but 
to the entire structure or to any structure. We are now interested in 
only that portion of the problem that deals with fenders. 

Fortunately for the designer when he starts work on a new pier or 
wharf he is fairly certain of the size and the weight characteristics of 
the ships that will use the facility, at least for the five or so years 
after the structure is completed. As soon as the structure is located, 
the effects of the exposure conditions can be readily dotermined. With 
the exposure conditions, the sizc and weight of the ships, cargos to bo 
carried, and the physical characteristics of the area known, the impact 
forces to be expected and how thcy will be carried to tho soil and ab- 
sorbed can be determined. The type of structure will be a determining 
factor on the selection of the fender, for only certain types of fenders 
can be used with each particular pier or quay wall. Actually, the designer 
must either select the main structure and design the fender for the struc- 
ture, or design the fender and select a structure to fit it. This latter 
is very unusual, so it will be assumed that the fender must be such as 


can be efficiently used on the main structure. 
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B. Recommendations 

Table VIII is a compilation of the major types of different mooring 
and berthing structures under varying conditions giving the types of 
fenders that are suitable for use. The author hastens to add that this 
is not meant to be a firm, but only a general recommendation, for in each 
case the individual factors must be considered separately. Where Table 
VIII may show fender piles as a method of fendering, an examination of the 
site may prove that the underlyins soil is of such poor quality that piles 
would not be satisfactory. In another location gravity fenders may be 
listed, but unless the means of lifting the heavy weights is available at 
the harbor, the expense in the future for crane service might prove to 
be unwarranted. 
C.  Reguiremcnts 

Briefly, there is sct forth below sono of the major requirements 
of tho various types of fenders: 

l. Fender piles 

ae A firm bottom into which to drive piles. 

b. The main structure should be protected by a buffer between 
the head of tho pile and tho picr, or tho main piling must be designed 
to accept the impact loads. 

c. These fenders can be used on almost any type of structure where 
space is not a deterrent,. or where the depth of water is 40 feet or less. 

d. Facilities for driving piling should be available at the site, 
for there will be a number of revlacements necessary periodically. 


e. The availability of replacement piles and buffers should be 
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considered at locations where other materials are easier to procure. 
2. Rubber buffers 

a. The use of rubber, particularly that which comes in tubing, 
will require a fairly solid backing against which it can transmit its loads. 

b. If properly designed these rubber buffers, whethcr in shear or 
compression, should not transmit more than 10% of the impact to the main 
structure. It is normal to design for no more than 45 degrees movement 
in shear and no more than 50% deflection in compression. 

c. Rubber buffers can be used on almost any type of pier struc- 
ture, with tho exception of the rubber tubing, which will require a con- 
tinuous backing. 

d. Rubber is very easy to replace because of its light weight and 
ease of handling. If ready-made units are available, there is no need for 
any special repair equipment. It is necessary though to maintain a con- 
stant surveilance on the rubber units to ascertain their deterioration 
or failure. 

e. Rubber units should be stored in anticipation of future replace- 
ment needs; therefore proper storage facilities are necessary. 

5. Spring buffers 

a. As with rubber, the spring buffer requires a solid backing on 
the pier or quay wall. 

b. Springs will transmit only a small portion of the impact load, but 
consideration should be given to the possibility of having one or nore 

of the spring assemblies jamming and thereby throwing the entire inpact 
load directly into the main structure. It is aecepted practice to design 


spring units so that the spring is never stressed beyond the elastic limit, 
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and for normal usage an acceptable safety factor of from 1.5 to 2.0 
should be used depending upon whether it is based on tho elastic limit 
or on tho ultimato strength. 

c. Spring buffers can be used on almost any type of waterfront 
structure. Probably the biggest problem with the use o? springs is 
planning for replacement in the future years. Experience in the past 
has shown that the design of the individual units change periodically so 
that when repair or replacement is required, the original design is no 
longer obtainable. The system then will have to be rebuilt, or the 
spring will have to be made as a special job necessitating additional cost 
and a comparatively long repair time. 

d. Repairs to the spring assemblies, although not the job of a 
specialist, do require special equipment. %snecial care must be exer- 
cised in the repair or servicing of spring assemblies because of their 
vronvensity for jamming. 

4. Suspended gravity fenders 

a. The weight of the fender is limited to the load carrying 
capacity of the supporting piling. 

b. At the farther end of travel of the gravity fender, there are 
considerable lateral forces that must be carried by the main piling. For 
main piling of great length, this could be a sizable factor in design, 
requiring a material increase in the size of the structural shape to be 
used. As mentioned previously, this lateral force can be carried by 
separate piling, or can be distributed to the main structure by means of 


a horizontal truss tied to the deck of the pier. 
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c. Gravity fenders are best used on open structures, although 
by building a supporting framework they can be used on quays and 
moles.(5) When the pier is wide or where a wharf is used, a fender 
serving only one side of the structure is recommended, but for a narrow 
pier a through-type fender would give the best results. here it is 
desired to pernit the fender to refuse to take longitudinal loads, 
gravity fenders will perform very well. 

d. One of the biggest factors influencing the selection of 
gravity fenders is their weight. Heavy-duty lifting equipment is re- 
quired tc repair and maintain them. The vertical fender that is hollow 
and filled with sand and the floating fender are two of the answers to 
this problem. There is a possibility that the gravity fender may be 
affected by the wave forces, providing tho waves cre of the same period 
as the natural pendulum frequency of the fender. It is conceivable then 
that the fender will start to swing in increasing arcs until damage will 
result. 

e. Replacement materi.els or parts for gravity fenders pose no 
problems. Any yard can fabricate its own replacement parts very easily 
from concrete. If one fender becomes damaged or broken, it is only a 
problem of settine up a form and pouring another fender. After the proper 
curing period it can be slung into place. 

5. Hydraulic fenders 

a. Hydraulic dampers have basically the same structural require- 

ments as do soring and rubber buffers. 


b. Proponents of the hydraulic buffer claim that the shock energy 
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transmitted to the main structure is only a small percentage of what is 
transmitted by the other standard fender systems. Needless to say, the 
proponents of the other systems make similar statements about their 
fenders. It would seem though that the amount of transmitted impact 
energy would be a little less in the case of the hydraulic buffer or 
damper. 

c. The hydraulic damper is not restricted to any particular type 
of pier or quay, but with the proper arrangement can be used on any 
berthing structure. 

d. A well-equipped shop to maintain, service, and repair hydraulic 
units would be necessary. Fairly close tolerances would be required in 
this work, therefore the man detailed to the maintenance of the units 
would have to be skilled. 

e. It is with the hydraulic damper that the availability of mate- 
rials and parts would be most critical in the future years, say ten to 
fifteen years after the installation was originally made. At the present 
time hydraulic fenders are rare and there is no ready market for then, 
so that the manufacturers make them only under a special order. There- 
fore, when additional units need to be constructed, new dies and templates 
would be required at a large expense and the loss of a great deal of time. 

The foregoing is only a sketchy list of requirements for fenders, 
for a really comprehensive listing would necessitate consideration of 
each different type of structure with an accompanying discussion on the 
relative merits of each system. The list will give an morani of the 


problems inherent in the design of the fenders. There are many objections 
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to the different types of fendering and most of them are justified. In 
selecting a system it is the best procedure to find that fender system 
which will meet the requirements with the least number of objectionable 
features, and will fall within the cost estimates established for the job. 
D. Spacing 

In order to take the impact of the ships, the fenders must not 
only be adequately designed individually, but must be spaced so that at 
any reasonable angle of approach of the vessel a numberof the fenders 
will be acting. The length and shape of the side of the ship will be of 
importance in the considerations. At those areas where only a short 
length of the ship is anticipated to act, but where the entire impact may 
be centered, the fenders must be closely spaced. Where it is anticipated 
that a large segment of the vessel's side will contact the fenders, the 
fenders may be spaced a consistent distance apart. This is a matter 
again of economics; the cost of the individual fenders of varying sizes 
must be equated against the spacing required of each capacity. The most 
economical should be used. 

Assume that a ship to be moored will have a nominal impact energy 
of 400 inch-tons and it can be oxpected that tho vessel will contact 150 
feet of the pier at the initial contact. It is a matter of economic 
decision whether to use five fenders spacod at 30 feet each and capable of 
taking 80 inch-tons each, or to use three fenders spaced at 50 feet capable 
of taking 133 inch-tons each (notice that the spacing gives the least 
favorable condition; at 30 feet it is possible to have six fenders acting). 


The contact area of each fender and the accompanying unit force that will 
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be impressed on the hull plates of the ship should be considered also. 
This factor may limit the fenders to a minimum number. 

If the angle of approach of the vessel, that is the angle between 
the longitudinal axis of the ship and the longitudinal axis of the pier, 
is large the under-way component of velocity of the ship will be trans- 
mitted into the fender system in an amount proportional to the sine of the 
approach angle. This is a problem that must be answered by each designer. 
If it is possible to ascertain the general location of this impact, a 
closer spacing of the fenders can be accomplished, or additional protection 
of the pier can be obtained by means of strengthening the piling. It 
should be remembered that when a ship strikes & pier with a bow-on approach, 
or large approach angle, the moment couple created about the center of 
gravity of the ship tends to swing the ship horizontally toward the pier 
reducing to a large extent the imparted kinetic energy. When the decision 
is reached as to the amount of impact energy to be expected, then it is a 
matter of spacing of the fenders. 

Spacing is a function of the kinetic energy, of the approach angle 
of the ship, the configuration of the pier or quay, the shape of the side 
of the vessel, the length of the ship, the capacity of the individual 
fender, and the unit stresses allowed on the hull of the ship. The prac- 
tice of some engineers of using a standard spacing is open to some censure, 
but if the spacing is close enough it will be safe. although normally 
more expensive than necessary. Unfortunately, the engineer is limited 
mostly by the maximum permissible spacing, because he must consider not 


only the largest vessel to be using the mooring fecility, but also the 
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smallest craft thet will be regularly using the pier. The smallest craft 
should have at least two fenders against which it can berth, otherwise 
the mooring and the approach will be very unstable. 

The Department of Marine and Aviation of New York City has used a 
method of fender support that is interesting and very advantageous for 
isolating the impact loads from the main structure. They drive a system 
of piling separate from the main piling and to this separate system they 
attach the fenders. The fenders take the total kinetic energy of the 
mooring vessel and transmit it to the piles which in turn transmit the 
forces to the underlying soil. The main structure is untouched except 
wnen an extremely heavy impact is encountered and the fender system has 
deflected to its limit. Where a large number of craft that cannot be 
casily controlled such as barges are being docked, this method has many 
advantages that standard fonder designs do not heave. 

Tho size of the fender should be commensurate with the size or 
mass of the using ship. It is ridiculour to assume that small, light- 
weight buffers would be used for a large, ocean-going tanker of 40,000 
tons, or that 40 ton gravity fenders would be utilized for small inland- 
coastal waterways traffic of perhaps 500 tons. Although some engineers 
recommend the use of a standard impact energy of 400 inch-tons the factor 
of mass-sensitivity must still be considered in the selection of a fender. 
it will be found that for the larger ships, the larger the mass of the 
fender the better will be the energy absorption; the limits of design will 


be a matter of experience and engineering judgment. 
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IX. COST, CONSTRUCTION, OPERATION, AND MAINTENANCE 


A. Costs 
In the past attempts have been made by various engineers to set 
forth unit costs of fenders. As in any such undertaking, these figures 
are limited in value because of the restrictions set upon the method of 
computation. It is the opinion of the author that to be of use the cost 
data should be broken down into several different categories, i.e., cost 
per unit of energy absorption capacity, cost per square foot of pier or 
wharf area, cost per individual fender unit, and cost per linear foot 
of pier. 
D. M. Little(24) has published some general cost figures that he 


has derived from actual construction in his experience. These figures 


are broken down in Table IX. 











Table IX 

| Fender type . Cost/100 inch-tons : oost es 
| : of pier E 
$ Steel fender piles | $1400. to $2800.  :  $140.to $280. : 
* Concrete fender piles : $1400. to $2800. , $140. to 9280. 

à Fender piles w/rubber buffers: $1540. to $5080. . 154. to 308. 
! t ; ' 
+ Concrete gravity fenders | $560. | $140. 3 
t Timber fender piles $1400. | 140. | 











X Based on the fender piles being spaced at 10'-0O" on centers. 
€ Based on one gravity fender every 15 feet. 
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It can be seen that the cost per linear foot of pier is very close to 
being equal for all cases. Because of the necessity of keeping the spacing 
of the fenders relatively small the gravity system is capable of taking 
three times as much energy absorption as the others. The cost of the 
fender piles is based on a capacity of 10 inch-tons per linear foot of 
pier while the gravity fonders are capable of taking 30 inch-tons per 
linear foot. If the berthing ships are such that the gravity fenders can 
be spaced at 30 feet instead of 15 feet, then the cost per linear foot 
will be reduced to about $70., or one-half of the capacities of the others, 
and will still have the absorption capacity of 15 inch-tons per linear 
foot. As an example, the large fenders at the none du Verdon, Bordeaux, 
France, are spaced at 49 feet on centers. Spacing the gravity fenders at 
45 feet on centers will reduce the energy absorption ability to the stand- 
ard 10 inch-tons per linear foot and the cost to about $47. per linear 
foot of pier. 

Cuerel,(11) in a discussion of Little's figures,has recommended 
that the cost for gravity fenders be increased by about 100% to bring them 
into line with the increase in unit prices over the years. This would also 
take care of piling work required in addition to that which would be used 
on a comparable fender pile system. Referring to the above paragrapn then, 
the unit costs as indicated by the study of Little would be approximately 
doubled. Cucrel also finds a divergence in his own construction experience 
with the erection costs of fender piles of timber with rubber buffers, 
where they cost only $590. for each 100 inch-tons of absorption capacity. 


From these comparisons it can be seen that the range of costs is great, 
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for both were taken from actual construction contracts. Cuerel explains 
a portion of this by stating that the unit costs of materials have varied 
greatly since the compliation by Little, where as an illustration, rubber 
has decreased in price to 40% of its en ا‎ This discussion 
serves to re-establish an axiom of estimating that engineering estimators 
have bezn aware of for years: prices of materials are subject to great 
fluctuations and must be re-studied prior to estimating and bidding each 
job. To attempt to estaolish set ratios between costs of the various 
types of fender construction would serve the purpose for only the time 
when they were ascertained. Within a matter of six months the changing 
unit cost picture could vary the total prices by as much as 50%. 

It is evident from a study of the recent engineering literature 
that fendering is fast becoming a bigger and bigger problem in the design 
of berthing facilities. The cost is growing to proportions that involve 
a considerable percentage of the cost of the over-all structure, and can 
not be ignored. With the advent of ships of upwards to 80,000 and more 
tons, the engineer must consider the effect of the impact on the piers 
and quays. With ships of this tremendous size, the figure of a 400 inch- 
ton impact value can no longer be utilized as the standard, for there is 
a lower limit to the velocity that a ship will have when it contacts the 
pier or fender. 

B. Construction 

Construction methods of installing fender systems pose no special 

problems for the more standard types such as fender piles or gravity 


fenders. When using rubber or spring buffers additional care must be taken 
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in driving the fender piling to insure that the heads of the piles are 
within closer tolerances regarding their distances from the decking. 
The buffers can then be installed without prestressing either the buffers 
or the piling, ‘S:ineing grevity fenders will require fairly heavy lifting 
equirment so arraicad that the fenders can be installed prior to placing 
of the decxing. If the decking is placed first, then special slings 
will have to be used to allow the fenders to be swung off balance under- 
neath the pier. The one fender system that will probably require most 
skill and care during installation is the hydraulic damper. No standard 
designs have as yet been devised, but the mechanisms currently used are 
all rather complicated, necessitating close adherence to tolerances. It 
is believed that the work on any fender system, except perhaps the timber 
fender pile tied to the deck, requires more close attention to tolerances 
than previously necessary in waterfront structures. 
C. Restrictions to Operation 

Berthing procedures are pretty much the problem of the individual 
ports and their authorities. Limiting restrictions must be maintained on 
all berths whether fenders are used or not. It has been suggested that 
the pilots and ship handlers will govern their berthing speeds according 
to the ability of the individual pier or fender system to absorb shock. 
If the fender system is good, then the ship will be brought alongside 
more smartly than if it were incapable of taking large impact loads. From 
a study of human psychology this idea seems to hold merit. If so, then 
it is necessary for the authorities to establish regulations and require 


adherence by the ship's personnel. Failure to do so will result in con- 
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tinuous damage to the piers and to the fenders with greatly increased 
maintenance costs. 
D. Maintenance 

One of She rics important factors of design, so often overlooked 
by owners and cesivaiors alike, is the cost and problems of maintenance. 
This feiscre is not only confined to fenders and waterfront work, but to 
all pheses of the construction profession. Those who understand and take 
steps to ease the maintenance problems are to be congratulated, for these 
are the persons who are properly considering the true cost of a partic- 
ular design. It is understandable when a designer, checking construction 
costs of labor and material, decides to use a certain material or apparatus 
over another because it seems to be the cheaper. In many cases it is, but 
to be certain it is necessary to consider the maintenance and replacement 
costs and problems over the life expectancy of the object. This is espec- 
ially true with fenders. 

Initially timber fender piling is relatively inexpensive for the 
protection they give, but will they still show the same economy after 
five years of continuous use? As an example, if the timber fender piling 
initially costs one-half of the amount for material and erection as does 
a comparable gravity fender system, and after five years it is found that 
the berth has had to be closed for repairs for twenty days for repairs 
to the timber fenders and for ten days for the gravity fenders, there will 
be first an operational saving of time which is worth a certain amount of 
money. Next, if approximately one-third of the piles need to be replaced 


(which is a fair average for a period of five years in a port with moderate 
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traffic) and only one of the gravity fenders needsto be replaced, we find 
here & large difference in monetary expenditure. Add to this the equip- 
ment rertal end crew wages required for these different operations and 
the resuitirs c&vi^ci may te enough to swing the decision to gravity 
fendero rathe*^ then ¿nu ZorZor piles. This is meant as an imaginary ex- 
ample, znd do3s not indicate that such will always be actually the case. 

¡efore maintenance costs can be used in comparison with the con- 
struction costs, on-the-site inspections and investigations must be under- 
taken. It can be said that in almost any harbor marine borers will be 
found to some degree. When considering the use of timber piles the effect 
of these borers must bo analyzed. Standard practice is to use untreated 
piling for fenders, except in those designs where wearing plates of metal 
or rubber are used to protect the outer surface of the pile from the 
action of the ships. In these latter cases, treated piling is usually 
employed. If untreated timber is used, then the piles must be considered 
to be useless for their designed impact absorbing qualities after the 
borers have been active over a period of time that can be determined only 
by inspection of existing structures. Whether treated timber is used or 
not, if the abrasion is such that the surface wood is broken enough to 
allow penetration of the bovers, then the timber must be considered as 
untreated. 

In any waterfront structure where the materials are subjected to 
action by the sea water, comizance of this fact is required for a proper 
design. In an independent study(44) the author investigated menier 


ture or deterioration effects of sea water on concrete and steel with the 
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finding that the deterioration of these materials is often underestimated. 
This deterioration, if include? in the original analysis, will give more 
accurate cost comparisons and will lead to the design and construction 
of fender systems that will give better service with less maintenance 
problems. The use of steel, particularly that which has many crevices or 
which will be alternately immersed and then air dried, will be the source 
of many maintenance headaches that will be difficult to overcome. Steel 
in sea water should be adequately protected against corrosion and should 
be of simple, smooth design to reduce hidden pockets of rust. A soft or 
poor grade of concrete will be affected by the action of sea water, par- 
ticularly if subjected to alternate freezing and thawing and alternate 
wetting and drying. Concrete deterioration, if excessive, can cause com- 
plete failure of the fender within a very few years. Spalling of the 
concrete surface of a gravity fonder will be a source of considerable 
expense in the repair or replacement of the fender. The small additional 
cost of a good concrete mixed with an air-entraining admixture will more 
than repay the designer with a greatly increased life expectancy and 
reduced maintenance. 

in the author's search through the literature on the subject of 
fendering, very little information has been found regarding the ability of 
different types of fenders to withstand constant usage over years of ser- 
vice. The recording of maintenance problems was almost nil, while erection 
and repair procedures were practically ignored. It is the opinion of the 
author that no fender or fender system can be properly designed without a 
good background knowledge of the maintenance and operational problems in- 


herent in the various systems. Until much more experience has been gained 
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with the results analyzed and published, the designer is handicapped in 
making an adequate selection commensurate with the interests of the owner. 
It is understood that the holders of the patents of the different fender 
Systems are loath to publish any information that may be detrimental to 
the sales of their products, and this fact is appreciated, but to provide 
the best fendering possible in the future, these results must be made 


known. 
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X. NEW IDEAS FOR FENDERS 


To make any study of a material or mechanism complete, it is 
necessary for the author to put down his ideas on how to improve the 
existing facilities and perhaps design, invent, or guess at some new 
methods of his own that he considers as good or better than those cur- 
rently used. With this in mind the author has been pondering over 
several ideas that seem on the surface as being either too costly or 
presenting too many insurmountable obstacles. It is necessary to find 
a simple, inexpensive fender that will meet the velocity and mass sensi- 
tivity requirements; that will provids adequate absorption of kinetic 
energy; that will not over-stress the hull of the ship; that will allow 
longitudinal movement with little or no transfer of the longitudinal 
impact to the pier or fender; that will require little maintenance; and 
will be easy to repair. It is easy to condemn the efforts of others, 
but when the need for a new and better design is presented, then the 
problems faced by the other designers are fully realized. 

Like so many other investigators in the field, the author knows 
thet he has not been able to find the perfect fender, and as a matter of 
fact, he has not found one that he considers much better than those 
already in use. Several ideas and suggestions for improvement of exist- 
ing fender systems have been arrived at and these will be presented in 
due course. Actually, there are many methods of fendering that are as 
good or better than those now in use, but there are drawbacks to each that 
are at present insurmountable. In the future it is hoped that these other 


principles can be applied to the field of fenders and that the results 
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will be much better than any we now have. 
A. Pneumatic Fenders 

It is considered that the use of pneumatic fenders is being over- 
looked. By using a central pressure tank to limit the pressures that 
will be applied to any individual fender, rubber bags shaped in the form 
of a rectangle could make excellent fenders. The surface of the fender 
bag would have to be of a heavy rubber reinforced with wire fabric to 
prevent abrasion from tearing a hole in the surface. The bag could be 
backed on the pier by a criss-cross of timber planks, or could be placed 
directly against a quay wall or bulkhead. The size of the bag would be 
determined by the pressure of the air and the kinetic energy of the ship. 
Safety valves on the air tank would protect the system from overloading. 
A system of self-sealing layers could be utilized to protect the bags 
from small leaks, and a one-way restriction or valve in the air supply 
line would allow the pump to maintain the pressure in the system even if 
one bag were torn open. The air supply could be taken care of by one 
small compressor used to maintain constant pressure in case of line leaks 
or bag punctures. The weight of such a system on the piles of the main 
structure would be negligible and the unit stress placed on the hull of 
the ship would be no greater than the air pressure. One problem that would 
have to be overcome would be the effect of longitudinal movement of the 
ship along the pier while in contact with the bag. A lubricating compound 
may be the answer to this. In the event that rubber is considered too 
expensive or difficult to use under these circumstances, then plastics 
could be utilized. Cost figures of plastics are relatively low when com- 


pared to other materials that are used for fenders. They can be molded 
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easily with strengthening ribs and internal reinforcing of steel mesh. 

The bags may be ballasted with a heavier material such as sand or 
held down by chains or cables so that they will not float. They will be 
light weight so that one man or two at the most would be able to replace 
a unit within a few minutes, thereby tieing up the pier space for only a 
short time. In no case would the berth be out of service for a time any- 
where close to the turn around required for the repair of any of the 
other fenders. Replacement bags could be held available and carried into 
place easily. The air connections would be hoses with threaded connections 
either of rubber or plastic and would be flexible and not subject to abra- 
sion or damage. 

One of the advantages of this system is that the air pressure could 
be varied to compensate for the size of the ship using the berth. If 
rcquired, additional bags could be installed to take care of any larger 
ship using the berth. The system would be extremely flexible, and in the 
opinion of the author very inexpensive when compared to the other methods 
now in use. If it is argued that the fenders may only last a year or two, 
the author points out that the cost of replacement and repair will be 
minor compared to the present methods that also require replacement in 
some cases within a year or two. Unfortunately, these bags would have to 
be manufactured under special order and any additional procurement would 
be under the same category. Repairs would have to be accomplished by 
experienced personnel hired either by the yard or by a local manufacturer. 
If these fenders could be used in large enough quantities and enough spares 
were kept on hand, it would pose no problem to send them some distance for 


repair. Thot being the case the repair could be relatively inexpensive 
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and fairly rapid with a constant high degree of quality of workmanship. 

The ramifications of this type of fender are many; instead of air 
pressure it is possible to use water pressure, although this would com- 
plicate the design requiring heavier bags and fastening devices. Of 
course, the use of water as the pressure producing medium would require 
that this particular type be used only in the climates where freesing 
would not be a problem. The control of water pressure could be maintained 
centrally or may be controlled at each bag by & simple raising valve that 
would limit the pressure to say 10 psi or whatever pressure decided by 
the designer. Another method using water or any other fluid would be to 
fill the bag only half full so that as the ship came into contact with it 
the water would be lifted as the bag was squeezed together. The energy 
absorption would be in the work required to lift the mass of fluid. It 
is well to remember here that the absorption capacity is the work required 
to lift the center of gravity of the mass through a vertical distance. 
If the center of gravity of the original bag was at one-fourth the height 
and it was at one-half the height at the end of the travel or impact, then 
the energy absorption of the bag would be equal to the weight of the fluid 
times one-fourth the height. Any additional energy that would have to be 
absorbed would be taken by the increase of pressure as the force of the 
ship tends to flatten the bag. For this pressure increase some sort of 
relief valve would be required to prevent excessive pressures that would 
rupture the bag. 

It is the intention of the author in the near future to make actual 
tests on a prototype of the above described bag. If it proves ve be accept- 


able in practice the design will be published in engineering literature. 








118 


Cost figures will also be estimated and production possibilities will be 
investigated. 
B. Hydraulic Fenders 

An additional field of possibility is the further development of 
the hydraulic damper. A great amount of work has been done by the aviation 
industry developing a shock absorber for landing aircraft that has proven 
to be excellent in its capabilities. The author sees no reason why the 
larger hydraulic struts from aircraft cannot now be utilized for fenders, 
In order to compensate for longitudinal and vertical movement, the use of 
aircraft type wheels with low pressure tires mounted on swivel gear and 
protected by a hydraulic strut between the wheel and the deck would pos- 
sibly prove acceptable. Such a fender would accept the initial impact 
normal to the pier and would allow the vertical movement or rolling and 
the longitudinal movement to occur without transmitting any forceé to the 
pier. Wheels and struts that can be used in conditions where they will 
be in or under sea water constantly have been developed by the aircraft 
industry for use on seaplanes, and with only minor changes could be util- 
ized on piers. 

Assume that an aircraft weighing 100 tons lands with a velocity 
normal to the earth of 5 feet per second, which is about average; the 
kinetic energy of the airplane then is about 5600 inch-tons. If this load 
is taken by four hydraulic struts and wheels the energy absorbed by any one 
strut and wheel will be about 1400 inch-tons. Compared with the 900 inch- 
tons that is the capacity of a gravity fender weighing 30 tons that has 


been raised a vertical distance of 30 inches, it can be seen that the 
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hydraulic unit with wheel could give excellent results. The cost feature 
of this type of design has not been investigated because of the inability 
of the author to find adequate sources. Even if the cost were much greater 
than that of a comparable fendering system the reduction in maintenance 

and repair costs would seem to overcome the initial differences. 

Neither of the above ideas provide Hus ideal fender, but are only 
possible methods of improving the energy absorbing designs now in use. 
Until either new materials are devised or present ones are greatly reduced 
in price it will be difficult to come up with a really acceptable fender 
design that can be used on any type of berth for any size of ship. Many 
of the ideas presently in use are very acceptable, and with additional 
development they can be more effectively used. A large number of designers 
are too prone to look on all new ideas with the attitude of finding only 
their faults, rather than to look at each new idea with the desire to 
find the good points of the fender and in some way increase its effective- 
ness and overcome its drawbacks. If this latter attitude were used by all 
designers it would be only a matter of time before a really good, generally 
acceptable fender for all installations would be devised. 

Much can be done to improve existing fenders and to increase the 
present fund of knowledge about the amount of impact, the approach veloc- 
ities of the ships, the loss of kinetic energy due to the drag effect of 
the water, and the amount of impact energy that can be actually taken by 
the hull of the vessel. Several European engineers are currently working 
on these problems, and have shown some interesting results. The Permanent 


International Association of Navigational Congresses has sponsored much 
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research and study of this question with gratifying interest on the part 
of the members. As far as can be seen or learned by the author, little 
research has been accomplished in this country on fender design except to 
utilize the results of the European engineers. It is hoped that in the 
future the interest of Americans will increase and that progress will be 
rapidly made. Designers such as Mr. Virgil Blancato, Structural Engineer 
with the U. S. Navy at New York, have completed designs for fenders, which 
although acceptable have not yet reached the design stage of the ideal 


fender system. These engineers are to be commended for their work. 
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X. CONCLUSIONS 


The statement "the old medicines are the best" can in some ways 
fit the question of fender design, for some of the old fender systens are 
still the best for certain installations. The use of the timber fender 
pile is considered the most adequate for some piers, and indeed is con- 
sidered by some engineers as being better than any other that has been so 
far developed. The use of hardwoods for fenders has shown very good 
results for energy absorption and has indicated that the over-all cost of 
construction and maintenance may make them the most economical. Even 
branches or faggots wrapped into a cylindrical shape and hung along the 
side of a quay have proven to be passable fenders when more suitable 
materials and designs are lacking. In the desire for new ideas the designer 
should not overlook the old for they may prove to be more acceptable than 
the modern innovations. 

In 1953 the Permanent: International Association of Navigational 


Congresses published the following in their Bulletin: 


9€. We must recognize the practical nature of the use of simple 
fenders made of timber, faggots, old tyres and similar objects for pro- 
tecting masonry quays. As regards faggots, when they are of large dimen- 
sions the kinetic energy which they are capable of absorbing is consider- 
able; and their cost is comparatively low and there is no difficulty in 
replacing them. As regards timber fenders--either piles or beams--it 
appears advisable to use hardwoods, such as oak, azobe, or greenheart when 


there is any reasonable economy for constructional and maintenance costs 
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as a whole. Again, it is advisable--to improve the capacity of absorbing 
energy, both longitudinally and perpendicularly to the quay--to add rubber 
blocks or pads to the timber protection. ........ 
3. As regards mechanical shock absorbers, their use should be 
adviscd for technical and economic reasons for openwork structures......" 
Let us consider once again the requirements of an ideal fender: 
1) a simple mechanism, yet of strong, rigid construction 
2) inexpensive and easy to maintain 
3) Capable of absorbing all of the kinetic energy of the berthing 
ship 
4) does not cause excessive pressures or loads on the hull of 
the ship 
5) it should be velocity sensitive 
6) it should be mass sensitive 
7) the rate of energy absorption should increase with deflection 
8) it should give way to longitudinal forces 
9) must act at any state of the tide 
10) capable of absorbing the energy of any size ship that may 
moor against it 
11) long life 
Each of the fender systems that have been discussed have met at 
least several of these requirements, but none of them have been able to 
perform as the ideal fender. The author thinks that such a fender may be 
designed and it is hoped that in the near future such a fender will be 


developed. The fender suggested using the rubber or plastic bag under air 
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pressure will answer most of the requirements, but there are questions 
regarding several features that will have to be resolved by actual 
experiment. 

Of the presently used fender systems, the gravity fenders and the 
fender piles of timber protected by a metal wearing strip and backed at 
the deck level with a shear sandwich of rubber are believed to be the 
most satisfactory for general usage. The other fender systems employing 
springs, hydraulic dampers, compressed air, or cork and rope are suitable 
for some installations but they are of a specialized nature and not for 
general usage. In the future, after additional development, they may be 
more suitable. 

The question of the use of large dolphins or rotating suspended 
fenders is a matter that must be answered by the designer for each indi- 
vidual location. Insufficient information has been published regarding 
the actual performance of the Bell Fender to warrant the author committing 
himself other than to suggest that the initial cost may be excessive when 
compared with standard type dolphins. It should be remembered though 
that the Bell Dolphin is utilized for extremely heavy impacts in exposed 
areas where standard dolphins may not be satisfactory. 

Gravity or suspended fenders have shown very good results so far 
and from a study of the possibilities of this type, it seems that they can 
be depended upon to provide good energy absorption at relatively low costs 
for both construction and i 

Of interest is the use of rubber. It has been utilized in several 


different shapes and forms and it is easy to visualize many more. Its 
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characteristics are such that it can absorb the kinetic energy of the 
ship by deformation in compression, shear, or torsion. Rubber is fairly 
inexpensive, requires little maintenance, and can be obtained readily 
without undue trouble or time loss. 

Hydraulic dampers are still relatively new but show exceilent pos- 
sibilities for future development. The problems inherent in using the 
hydraulic buffer for fenders have been solved to a great extent by the 
aircraft industry, and with proper liaison, these solutions should be made 
available to the marine structural designer. 

The use of compressed air has not been adequately studied as yet, 
and in this field there seems to be a possibility of considerable advance- 
ment in fender design. The few devices currently used are rather elementary 


and not very efficient. 
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